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Chapter 1 


1. INTRODUCTION 

A pier is a structure which extends from the land 
outward into the water at some angle, usually close to 
ninety degrees, with the shoreline. A marginal wharf is a 
structure which is built parallel with the shoreline. The 
present-day cargo handling procedure is more efficient at 
a marginal wharf due to the increased area for truck maneu- 
vering in the upland; however, many ports do not have suf- 
ficient waterfront space to use marginal wharves to the 
exclusion of piers. A type of pier which combines the 
features of a pier and a marginal wharf is finding in- 
creasing favor among port operators. It has a nearly square 
plan with a "U" shaped transit shed extending along the 
sides and across the outboard end and there is an open truck 
court in the center. This pier provides three berths, one 
on each side and one at the outboard end. While not quite 
as convenient for cargo operations, the U-shaped pier re- 
quires less waterfront space per berth than a marginal 
wharf and is actually more saving of space than a finger 
pier, except in the case of very long, narrow piers. Al- 
though for very wide piers a solid fill structure might be 
more economical, established bulkhead lines will preclude 
solid structures and it is safe to say that most of the 
future construction in established ports will be pile 


supported piers, 
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No attempt is made to give design and construc- 
tion details nor are typical designs presented In this 
thesis. It is felt that there is no such thing as a "typi- 
cal" design to fit all conditions and the references listed 
herein provide the reader with adequate examples of piers 
which have been constructed in the past. Nothing would be 
gained by duplicating such drawings in a work of this 
nature. Design and construction details are of such vari- 
ety that a work of this length could not cover all the 
possibilities which might be encountered in practice. De- 
talls are best learned through practical experience, 

Ag part of the work on this thesis, an attempt 
was made to determine the effect on the cost of construc- 
tion of such things as pile spacing, pile types, type of 
deck construction (i.e. beam and slab vs. flat slab) and 
size of pier. It was soon realized that there are so many 
variables involved that such a study would only be appli- 
cable to one particular set of site conditions in one par- 
ticular port and no generalizations would be possible, 
This is discussed further in Chapter 7. 

So much emphasis is placed on the necessity for 
adequate subsurface investigation that it hardly seems 
necessary to repeat it here, There is no minimum or maxi- 
mum number of borings required. More variable subsurface 
conditions will require a greater number of borings. A 


study of past construction in the area is always necessary. 
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There is one point which is deemed worthy of 
special emphasis. The one thought which should be foremost 
in the designer's mind is "simplicity." Simple construc- 
tion procedures will result in lowest possible construction 
cost. Intricate systems of bracing and elaborate fendering 
systems, while theoretically more desirable, will only cause 
increased maintenance problems for the owner. Fendering 
systems involving hydraulic shock absorbers and/or joints 
which require lubrication or other periodic maintenance 
other than the replacement of worn or damaged members 


should be avoided. 





Chapter 2 


2. PILE DRIVING, PILE FORMULAS AND PILE LOAD TESTS 
2.1 Static Formulas 

There are basically three ways of estimating the 
bearing capacity of piling, i.e. static formula, dynamic 
formula and static load test. 

Static formulas of great variety have been used 
in the past and still new ones are being proposed. Some 
are based simply on adding the estimated tip resistance and 
skin resistance. The point resistance is calculated using 
Terzaghi's formula for deep foundations(50, p.172) and the 
skin resistance is calculated by assuming either a constant 
friction value for the entire depth of penetration or fric- 
tion which increases linearly with depth. Chellis ‘9+ p42) 
lists some constant friction values which are encountered 
in practice. As an example of a recent proposal, A. J. 
da Costa Nunes, in a paper presented at the Third Inter- 
national Conference on Soil Mechanics and Foundation 
Engineering, (16) proposed a formula which determined the 
skin resistance by using the angle of friction between the 
pile and soil and used the coefficient of lateral earth 
pressure at rest to determine the lateral pressure against 
the sides of the pile. He calculated the point resistance 
by Terzaghi's criteria for a deep footing. Formulas which 
consider skin friction and point resistance separately do 


not account for the fact that the shear stresses along the 
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sides of the pile will increase the vertical stress on the 
plane of the pile tip, thereby increasing the resistance 
of the soil to failure in that plane. Also the skin fric- 
tion may not vary linearly with depth and it will almost 
certainly not be uniform with depth, These formulas also 
ignore the effects of adhesion between the pile and the 
soil which will occur in clay soils. 

Nishida recently proposed a formula based on the 
theory of elasticity 39) and Kezdi developed a semi- 
empirical formula based on the relation of skin friction 
to strain for cases of piles embedded in sand, (25) For- 
mulas of this type fundamentally more accurately represent 
the actual stress conditions than the type which consider 
point resistance and skin resistance separately. However, 
soils are not perfectly elastic and at the present state 
of our knowledge of soil mechanics it is not possible to 
determine the soil constants with sufficient accuracy to 
make the use of static formulas reliable for anything more 
than a rough estimate. This is especially applicable in 
attempting to evaluate the coefficient of lateral eartn 
pressure, A displacement piie will increase the lateral 
stress in the soil by an indeterminate amount so that it 
will be something between the neutral and the passive 
earth pressure. One should keep in mind, however, that 


if the soil constants can be determined from actual pile 
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tests on previous work in tne same type of soil, a static 


formula can be of real value, 


2.2 Dynamic Formulas 


Dynamic formulas are more numerous and are more 
widely used than static formulas. The fact that they are 
more widely used does not mean that they are any more reli- 
able. The basic assumption of all dynamic formulas is that 
the energy of the hammer is related to the ultimate resist- 
ance of the pile multiplied by the average set of the pile 
for the last few blows of the hammer, The simpler formulas 
attempt to account for energy losses by large factors of 
safety and certain constant coefficients. Others introduce 
factors including the relative weights of pile and hammer, 
The more elaborate formulas attempt to evaluate losses on 
the basis of Newtonian impact and elastic strain energy 
of driving cap, pile and soil. This latter group of for- 
mulas are of the Hiley type and are based on the assump- 
tions that Newton's law of impact applies to pile driving, 
that the pile is under compression throughout its length 
and that the stress is promulgated instantaneously through- 
out the pile. None of these assumptions are strictly cor- 
rect but they are nearly true for relatively short, light 
piles, Attempts have also been made to develop strictiy 
empirical formulas based on a study of pile driving 


records , (28) The number of formulas alone is evidence that 





there have been wide differences of opinion as to the cor- 
rectness of such formulas. 

Along with the fact that the dynamic formulas are 
not theoretically correct, another serious objection to 
their applicability is that they do not take into consider- 
ation the nature of the soil into which the pile is driven. 
In a sensitive clay, the effect of remolding or of lubrica- 
tion by free water will result in a low resistance to pene- 
tration while the pile is being driven, After driving is 
completed and time is allowed for the clay to reconsolidate, 
the bearing capacity will be appreciably increased due to 
the gain in shear strength of the clay and to the develop- 
ment of bond between the clay and the pile surface. Re- 
driving of piles in clay and applying the formula to the 
set at the beginning of the redriving will give some indi- 
cation of the increase in bearing capacity. 

On the other hand, in some compact silts, fine 
sands and some non-sensitive clays, the permeability is 
such that the free water cannot escape as the soil is com- 
pressed by the pile tip and the driving resistance may be 
greatly increased by the pore water pressure built up. 
After a certain rest period, the pressure will be relieved 
and the pile can be redriven with a greatly increased set. 
Calculating bearing capacity by dynamic formula under such 


conditions may result in errors on the unsafe side. 
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Redriving of piles (after a period of rest) in this type 
of soil is the only way to achieve full bearing capacity. 

A loose sand or silt may exhibit thixotropic 
properties and under the vibration of the hammer a very 
small resistance will be experienced, but when driving is 
stopped, the soil will resume its stable structure and ex- 
hibit greatly increased bearing capacity. Redriving piles 
in such a soil would not-indicate any increase in resist- 
ance since the vibration would immediately cause the un- 
stable state. A static load test would be the only reli- 
able means to ascertain the safe bearing capacity. 

Negative friction of a consolidating layer must 
also be evaluated. This can be caused by consolidation of 
newly placed fill, from reconsolidation of the clay dis- 
turbed by the pile driving, or by consolidation of an exist- 
ing layer by an increase in load on the surface. The piles 
in the majority of piers would be affected only by recon- 
solidation of disturbed clay, but those piles near the 
shoreward end might be affected by any of the above causes. 

By way of recapitulation, the dynamic pile driv- 
ing formulas in general use today are not theoretically 
correct and cannot be expected to give accurate results 
under all conditions. The more complete formulas of the 
Hiley type give fairly reliable results in conditions where 
the principal support comes from sandy soil and where the 


pile length is not excessive, say less than 70 feet. The 
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formula should not be applied to extremely heavy piles or 
extremely long piles. The Engineering News formula, while 
more generally used in this country, gives more erratic 
results than formulas of the Hiley type. The Engineering 
News formula can be expected to give fairly reliable re- 
sults in light piling driven into sandy soils, when the 
final set is not smaller than 1/4 inch per blow, (10) No 
dynamic formula can be reliable in a soil where time- 
dependent factors influence the bearing capacity, i.e. 
solls that either relax or set up after pile driving is 
complete, 


23 Static Load Tests 


The most reliable way to determine the safe bear- 
ing capacity of a single pile is by static load test. 
Basically two methods can be employed. The load can be 
applied by weights such as iron ingots or concrete blocks, 
The weights could be placed directly on a platform attached 
to the pile, but normally the weights are supported on a 
platform and the load is applied to the pile by jacking 
against the platform, The other method is to use two or 
more reaction piles connected by a beam, the load being 
applied to the pile by jacking against the beam, This 
method involves a rather complicated stress interaction in 
the soll, the effect of which cannot be evaluated. Nor- 
mally the reaction piles are kept five to eight feet away 


from the test pile to reduce the effect to a minimum. 
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Local codes usually give guides for interpreting 
pile test results. Frequently there is no clear-cut failure 
of the pile and the ultimate load must be determined on the 
basis of a certain maximum net settlement (sometimes 1/4 
inch). In evaluating the results of a pile test the soil 
properties must be taken into consideration. Pile load 
tests are usually of such short duration that negative 
friction will not have time to develop. In fact, the soil 
layers which may ultimately add to the pile load by nega- 
tive friction will, during the short duration test, actually 
Support part of the load. It is possible to eliminate the 
effect of compressible strata near the surface by install- 
ing a pipe through the compressible layers, cleaning out 
the pipe and driving the test pile inside. The static load 
test is by far the most valuable tool for the engineer in 
determining bearing capacity, but it must be applied with 
good judgment based on a knowledge of the soil conditions 
at the site. As to the question of whether the test of a 
Single pile can be extrapolated for the design of the entire 
structure, only a qualified soils engineer can determine. 
The results can normally be extrapolated if the supporting 
stratum is sand; in clays, single pile tests can be ex- 
tremely misleading. Normally pile spacings for pier con- 
struction are great enough that group action is not of 
concern, however, it must be determined whether underlying 


Strata will be over-loaded, or whether settlement will be 
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excessive. Where a stratum of firm sand overlies compress- 
ible clay or peat, static load tests can give misleading 
results, Piles driven into the sand may bear up and per- 
form satisfactorily in the test, but settlement due to the 
underlying compressible strata may be disastrous to the 
completed structure. In the preliminary study for a pier 
design, the engineer should always investigate previous 
Jobs and tests in the vicinity. Information thus obtained 
may be as valuable as short duration tests and certainly 


less expensive. 


2.4 Wave Theory of Stress Propagation in Pile Driving 


The basic theory of stress wave propagation from 
impact of a weight on a slender rod is not new but the 
application of the theory to pile driving is so complicated 
that it has not been of value to the practical engineer 
until relatively recent years, In 1938 the theory was 
applied by investigators at the British Building Research 
Station in connection with a study of stresses in rein- 
forced concrete piling, (20) This investigation revealed 
much practical information specifically applicable to rein- 
forced concrete piling, but some of the findings would 
apply to pile driving in general. 

The tests at the Building Research Station showed 
that the stress at the head of the pile is not dependent on 
conditions in the soil but is dependent only on the 
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stiffness of the packing and velocity of the hammer, the 
head stress being about the same whether the driving 1s 
easy or hard. On the other hand, stress at the toe and the 
remainder of the pile is very much affected by the soil 
conditions. In soft driving, the stress wave reflected 
from the toe will cause tensile stresses in the mid-body of 
the pile high enough to exceed the tensile strength of the 
concrete, If the top of the pile is in a dense surface 
stratum or crust and the toe in a soft clay, the tensile 
stresses will be increased. The stress wave is damped by 
the friction along the pile and in firm material such as 
sand or gravel the maximum stresses will be approximately 
the same throughout the length of the pile. With a high 
toe resistance and little skin friction, the reflected 
stress wave will set up higher compressive stresses in the 
lower part of the pile. It is possible for the stress at 
the toe to be double that at the head. Knowledge of this 
fact is important in attempting to drive through an obstruc- 
tion or firm stratum encountered in otherwise soft driving 
or in driving to refusal in a compact layer with soft upper 
materials. Under such conditions failure may occur near 
the tip with no evidence of damage at the head. 

In conjunction with the study of stresses, the 
investigators at the Building Research Station showed that 
the solution of the basic wave equation could be used to 


explain the phenomena which they had observed. If, however, 
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all the variables are included, the solution of the wave 
equation becomes so complicated that solution by ordinary 
means is virtually impossible. In recent years the elec- 
tronic digital computer has enabled engineers to solve the 
wave equation by the method of difference equations, taking 
into consideration all the variables that are known or can 
be assumed . (43) Although the variables such as coefficient 
of restitution of dolly and packing, elastic-plastic proper- 
ties of the soil, pile material, shape and length, can all 
be taken into consideration in the calculation, it is un- 
likely that a single formula will be developed which would 
be universally applicable, It will, however, be possible 
to present the calculations in useful form by graphs. The 
Raymond Concrete Pile Company in conjunction with IBM is 
doing considerable research in this regara, (#4) The method 
of calculation used is explained in reference 42 and is 
applicable to either electronic computer or ordinary desk 
calculator. 

If all the variables, including the properties 
of the soil, could be accurately determined, the solution 
of the wave equation would give exact bearing capacity of 
the pile. Unfortunately these determinations are not now 
possible and it may be some time in the future before our 
techniques are improved enough to make accurate determina- 
tions. This, however, does not detract from the fact that 


at least we now can approach the pile driving problem with 





E 


the correct theory, something which cannot be said for the 
present dynamic formulas. 

As in the case of any dynamic formula, accurate 
results cannot be expected in soils where the bearing capa- 
city varies with time. At best a dynamic analysis, even 
one theoretically correct, is useful only as an additional 
source of information to be combined with subsurface soil 
data and pile load tests to aid the engineer in designing 
an adequate foundation. Since it is obviously impractical 
to test every pile in a foundation, the dynamic analysis is 
a tool which, along with known depths to bearing stratun, 
can be used to estimate when the piles have been driven to 
the required bearing capacity by fitting the dynamic analy- 


sis to the observed results of the load test. 


25 Common Pile Loads 


The previous discussion has considered only the 
bearing capacity of the pile as regards the portion em- 
bedded in the soil. Of equal concern in the design of 
piling are handling stresses and the unsupported length of 
pile above the dredge line. These items will be discussed 
in subsequent sections, however listed below are some 


generally accepted bearing capacities of piles: 


Wood Piles - =- = = - - = = 15-25 tons 
Composite Wood € R/C - - - 20-30 tons 
Concrete =- = = = = m = = = 30-50 tons 
Steel H-beam or Pipe - - - 30-60 tons normally but may 


be as high as 100 tons 
Prestressed Concrete 


Cylinder Piles 36" diam - 100-200 tons 
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2.6 Lateral Capacity of Piles 

In pier design, accurate determination of the 
lateral capacity of piles is just as important as the ver- 
tical capacity. The pier will be subjected to appreciable 
horizontal loads from ship impact, wind, current and waves, 
and realistic values of lateral capacity may permit elimi- 
nation of batter piles with a considerable saving in cost. 
Unfortunately, determining the lateral capacity is not as 
simple as determining vertical capacity. 

Because of lack of understanding of lateral capa- 
city, most codes use very conservative values, and design- 
ers tend to ignore lateral capacity altogether and rely 
on batter piles for horizontal loads. The New York City 
building code allows 1000 pounds per pile unless it is 
proved by test that the pile will resist 200 per cent of 
the working load with a lateral deflection of less than 1/2 
inch and will resist the working load with less than 3/16 
inen deflection at the ground surface. American Civil 
Engineering Practice states that almost any fully embedded 
pile will resist a lateral force of 1000 pounds without 
appreciable novel. p.8-28) In view of test data from 
papers presented in "Symposium on Lateral Load Tests on 
Piles ,"(47) the value of 1000 pounds is conservative to the 
extreme. With the limited information available, it is 
dangerous to generalize but, according to the reported test 


results, piles driven in firm soil can resist lateral loads 
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ranging from 4 to 11 tons per pile with deflections not ex- 
ceeding 1/4 inch at ی‎ The capacity, of course, 
varies with the nature of the soil and the size and type of 
the pile. 

It is well established that almost any soil will 
provide sufficient lateral support to prevent buckling as 
a long column under vertical load, but this must not be 
construed to mean that any soil will provide sufficient 
lateral support for lateral loads, On the contrary, the 
lateral capacity of a pile for a given deflection is very 
much dependent on the nature of the soil near the ground 
surface. Soil layers deeper than about 20 feet have little 
effect on the lateral capacity of ordinary piles, UT, p.72) 

Tests have revealed that increasing the rigidity 
of a pile will increase its lateral resistance, Also the 
lateral capacity of a vertical pile is not affected by the 
amount of vertical load except as regards stress in the 
pile itself. The position of maximum bending moment is 
considerably closer to the ground surface than is normally 
thought and the position is not affected appreciably by 
such factors as height of thrust above the ground, width 
of the face of the pile pushed against the soil, stiffness 
or rigidity of the pile or the depth of embedment. The 
peak pressure of the soil against the pile is considerably 
greater than the passive pressure computed from classical 


earth pressure theories, (48; p.31) 


— -- 
orm - abo. A An 


T TS 

am ^ — id dl 

dab o m. Lom eet) be سسون‎ 
D AAÀR A0 JL I LII LL 


مار aod oo‏ — پک م اسه © 


T T- E 1 IM IM III.‏ سے 
الس gum. wm! cm e scm vet cmm mo n‏ 
I X BE LL OO u eee iho‏ 

"Y ee سا‎ eed a 6 
T R سم‎ A A 1وس سو‎ 
سي ېټ‎ Lee بپ وټ‎ Ll "E 1 
ge p pnm a fie ات۱۰ ۰ همس‎ 
=e OM  —m Ee په چس يا‎ 
"! —-—2 MEE سم تا‎ ۵ 

اتی و —- ۸ — کے کے ے ۲ 

يې MUNI‏ حه همس صا |" 


uM mai مې با‎ 5 





۷ = — 3 æ - 





Alk 


2.7 Theoretical Analysis of Lateral Capacity of Piles 

It is possible to conduct lateral load tests on 
piles but it becomes quite expensive if an attempt is made 
to provide restraint at the head of the pile to duplicate 
actual structural conditions. A theoretical analysis has 
been presented which makes it possible to estimate the capa- 
city of a pile with any degree of fixity at the head from 
the test results on a free-head pile, (47: p.93) 

The theoretical analysis is based on the funda- 
mental differential equations for beams considering the 


interaction of soil and pile and are as follows: 


iv‏ پان 
-D = (zi l‏ 2 
EI dx p Lj y (1)‏ 
d3y‏ 
EI — =z -V 2‏ 
dx3 (2)‏ 
2 
0 
a eeg‏ 
t. 52 (3)‏ 
Where‏ 
E - modulus of elasticity of the pile;‏ 


I = moment of inertia of the pile cross-section; 

y = deflection of the pile at any point along its 
length; 

x = depth of any point below the soil surface; 

L = embedded length of pile; 

k = modulus of earth reaction at the lower end of the 


pile; 
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n = a parameter; any positive, abstract number greater 
than zero; 
p = the net earth pressure at any point along the 


embedded pile length; 
V = shear in the pile at any point along its length; 
M 


moment in the pile at any point along its length. 


Equation (1) is solved for the deflection (y) in 
terms of the depth (x) to'obtain the general solution. 
Using the known boundary conditions of shear and moment as 
expressed by equations (2) and (3), a particular solution 
can be obtained. The solution has been accomplished by the 
use of calculus only for the cases where n = O and n = 
1, (47, p.96) Actual values for "n" probably vary between 
zero and unity and it is possible that for some solls it 
may exceed unity. Furthermore, soils will rarely be homo- 
geneous and the "n" value will vary among different strata, 
therefore solution by calculus will not be possible for 
most cases. 

Palmer and Thompson proposed a method of solving 
equation (1) by the use of difference equations , (39) Their 
original work was expanded by Gleser (47; p.75) and further 
elaborated by Palmer and Brown, (48; p.22) By the use of 
this method it is possible to solve equation (1) for any 
known soil condition. However, the parameters "k" and "n" 
cannot be determined by any present soil test, but are ob- 


tained by trial and error from the measured pressures, 
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moments and deflections of a pile load test. Mason and 
Bishop observed that there are several values of "k" and 

"n" which will cause either the theoretical deflection or 
pressure curve to agree with measured values but there is 
only one set of "k" and "n" which will cause both to agree 
simultaneously. %8» p.18) Therefore, for practical applica- 
tion of this theory, it is necessary to conduct a pile test 
and independently measure,any two of the items--deflection, 
pressure or bending moment, 

The method of difference equations is straight- 
forward but laborious; fortunately it can be adapted to 
solution by electronic digital computers, (48, p.11) This 
method provides the designer with the most rational approach 
to the design of vertical piles for lateral loads available 
at this date. It is, however, subject to the limitation 
that the soil is not perfectly elastic and there will be 
certain irreversible deflections under repeated loading. 
Furthermore, as in the case of vertical loads, the total 
lateral capacity of a pile group cannot be predicted from 
the capacity of a single pile. In pier construction pile 
spacing will normally be great enough that interaction be- 
tween piles will not be of concern. 

If batter piles are incorporated in the design, 
the lateral capacity of the vertical piles should be 
ignored. Properly connected batter piles will reach the 


failure load before there would be enough deflection to 
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mobilize any appreciable portion of the lateral capacity of 
the vertical piles, therefore it is not possible to add the 
lateral capacities of the vertical and batter piles. The 
support of the vertical piles can be considered only as an 
additional factor of safety of undetermined amount. 

With the brief and "sketchy" treatment given 
above, the writer attempted only to present the basic prin- 
ciple involved and to point out that present design recom- 
mendations are over-conservative as regards the lateral 
capacity of vertical piles. If the reader is interested in 
pursuing this subject further, the detailed methods of cal- 


culation are given in references 47 and 48. 
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Chapter 3 


3. TIMBER FOR PIER CONSTRUCTION 


Bl Marine Borers 


Timber was used far more in the past than today, 
before the advent of more durable concrete and steel.  How- 
ever, if it is properly treated, timber can be used for 
permanent structures. The economic life of timber struc- 
tures can vary from 15 to 50 years, ‘The primary factors 
affecting the life of a timber structure are decay, marine 
borers, storms and fire. 

If marine borers are present, they will be the 
factor of most concern to the designer of waterfront struc- 
tures. Marine borers fall into two broad categories--the 
mollusca, including teredo, bankia, martesia, xylophoga and 
pholadidae, of which the teredo is most prevalent; and 
crustacea, including limnoria, chelura and sphaeroma, of 
which limoria is most important. 

The teredo or shipworm most frequently attacks 
Just above the mud line, but attack may occur anywhere be- 
low the water surface. Damage is not apparent on the sur- 
face under a cursory inspection as the entrance hole may be 
only 1/100 to 1/30 inch in diameter. The teredo is a grey- 
ish slimy worm-like creature varying in length from a few 
inches to four or five feet and from 1/8 to 1 inch in cross- 
section. Reproduction usually takes place by free floating 


eggs ejected by the female which are fertilized by sperm 
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ejected by the male, In some species, sperm are taken in 
the siphon of the female and the fertilized eggs are 
ejected. The larva swims freely and attaches itself to 
wood where it bores in at right angles for a short distance 
and then turns parallel with the grain. The tail always 
remains at the entrance hole and the head, which is 
equipped with two shells, advances by working the shells 
back and forth. The tail_is equipped with two "pallets" 
which seal off the burrow during unfavorable conditions, 
Two siphons for the intake and exhaust of water are located 
in the tail. The main food of the teredo is the wood it- 
self, but plankton taken in through the siphon is a neces- 
sary supplement. The teredo can live for about two weeks 
if the wood is completely removed from the water. 

The limnoria, commonly called gribble, look like 
minute wood lice. The adult is about 1/8 inch long. For 
reproduction, the female carries 8 to 12 eggs in a brood 
pouch, When the young hatch they do not wander very far, 
but attack the wood close to the point where they hatch. 
Attack is usually confined to the tidal zone and damage is 
characterized by "necking" down or hour-glass shape. Attack 
starts at the wood surface and proceeds inward as the wood 
is consumed. The surface of the attacked area has a sponge- 
like appearance and is readily visible on inspection. In 
some colder climates the zone of attack may be near the mud 


line rather than in the tidal zone, 
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Chelura are very similar in appearance and activ- 
ity to the limnoria. The chelura is always associated with 
limnoria and apparently does not initiate attack but occurs 
only in the presence of limnoria. 

Sphaeroma are larger than limnoria (about 1/2 
inch long) but their attack is similar, being characterized 
by necking down, generally in the tidal zone but also may 
be at the mud line. The heaviest sphaeroma attack has 
occurred in the St. Johns River, Florida, and Lake Pont- 
chartrain, Louisiana. These waters are nearly fresh but 
the sphaeroma has also been found in sea water of high sa- 
linity. The sphaeroma has been found on the Pacific Coast 
of the United States but damage has not been as serious as 
in the warmer Atlantic Coast waters. 

Salinity is the most important single environ- 
mental factor for the occurrence of marine borers. The 
teredo normally requires more than 10 or 20 parts of salt 
per 1000, although some species have been found in tropi- 
cal fresh water; and limnoria requires about 20 to 30 parts 
of salt per 1000. (Normal sea water averages 30 to 35 
parts per 1000.) Temperature is of importance in the breed- 
ing season. The teredo must have fairly warm water for the 
larva to exist, but once it is in the wood activity con- 
tinues until the temperature is near the freezing point. 


Teredo activity is highest during the warm season and is 
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higher in the tropical areas than in temperate. Limnoria 
is generally less affected by temperature than teredo. 
Pollution of certain chemicals, oils, etc. and 
suspended mud nearly always reduces borer activity. There 
is a difference of opinion as to the effects of domestic 
sewage pollution. In some cases it actually appears bene- 
ficial, probably by increasing the plankton; but if the 
pollution is high enough to reduce the oxygen content 
appreciably, the effect will be detrimental. It is doubt- 
ful that any harbor is so badly polluted that the oxygen 
content will be appreciably reduced. Limnoria appears to 
be completely unaffected by domestic pollution. Hydrogen 
sulfide is fatal to marine borers except in extremely small 
concentration. Sea water is normally slightly alkaline 
(pH 7.5 to 8.5) and any change either up or down, as by 
pollution of acid, has a marked effect in reducing borer 


activity. 


32 Timbers Resistant to Marine Borers 


Some tropical timbers have natural resistance in 
some waters. However this is by no means a guarantee that 
they will be immune to borer attack in all waters. ASCE 
Manuals of Engineering Practice No. 17 lists some of the 
more resistant Woods Greenheart from Guíana is quite 
Pesistant in temperate waters but it has been attacked in 


tropical waters. Angelique and Manbarklak from Guiana and 
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Malabayabas from the Philippines are quite resistant to 
mollusca (teredo) but are attacked to some extent by 
crustacea (limnoria). Turpentine wood from Australia and 
Tasmania has shown good resistance, however its sapwood is 
freely attacked, Other resistant timbers are Totara, Azobe 
Foengo, Anoura, Sponse Hoedoe, Kajol Lara, Kakala, Kajol 


Malas and Alcornoque, 


3.3 Metal Jackets and Scupper Nailing 


Metal jackets and scupper nailing have been used 
in the past as protection against marine borers. Copper, 
zinc, and copper-zinc alloy have been found effective but 
they are subject to damage and theft and are no longer con- 
sidered economical. Unbroken bark gives temporary protec- 
tion (a few months). Charring the surface was used by 
ancients but it is only of temporary value. Various tar 
and burlap wrappings have been used with limited success, 
but any such coating has little resistance to abrasion and, 


once the shell is broken, the pile is freely attacked, 


3.4 Concrete Jackets 


Concrete jackets have proved quite successful as 
protection against borer attack. The jackets have been 
applied to both treated and untreated piles. Precast con- 
crete cylinders and cast in place and gunite jackets have 
all been used. In some cases the piles were driven butt 


down and then a concrete cylinder placed over the pile and 
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driven below the mud line. The annular space is then filled 
with concrete or sand. Sectional sheet metal forms can be 
placed around the pile and concrete then placed either by 
tremie or intrusion-prepacked method. In some cases the 
bottom of a steel form is closed by steel fingers and can- 
vas which presses against the pile; the form is filled with 
concrete above the water line and then lowered, successive 
sections being added to the top as the form is lowered. 
Gunite jackets have been effective and have been 
used to a considerable extent on the West Coast , 494) A 
wire mesh is placed around the pile and held 3/4 or 1 inch 
from the pile face by staples and chairs or spacers. The 
mesh is electrically welded 2 in. by 2 in, no. 12 or 14 
wire and is lapped about 6 inches. About six additional 
turns of no. 9 wire should be placed at the top and bottom 
of the jacket. Three or four rows of shear notches 4 in. 
by 4 in. by 1 in. or 4 in, diameter by 1 in. deep are 
spaced 18 to 24 inches apart along the pile to prevent the 
pile from sliding inside the shell. The shell is 14 to 2 
inches thick and extends from about 2 peet above high water 
to 5 feet below the mud line. It was found advisable to 
wet the pile and keep the mortar as dry as possible. 
Gunite jacketed piles are better able to resist hard driv- 
ing than ordinary wood piles and in one case performed 
better than precast concrete piles, (36) These piles have 


served well and were economical in the past when the 
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durability of ordinary reinforced concrete left much to be 
desired. However, with the increasing use of prestressed 
concrete, it is questionable whether they will be used ex- 


tensively in the future, 


dub Creosote Treatment 


Preservative treatment with coal tar creosote or 
creosote-coal tar solutions is the most commen and is the 
best avallable treatment for wood piles at present, Treat- 
ment should be by the full cell, pressure process in accord- 
ance with specifications AWPA C-3 or Federal Specification 
TT-W-571c. A. P. Richards of Clapp Laboratories has stated 
that where limnoria are involved, 70/30 creosote/coal tar 
solutions in accordance with ASTM Designation D 391-53 or 
AWPA P-2 give better results than distillate or low residue 
distillate creosote , 40) Richards recommends that minimum 
specific gravities be increased above those recommended in 
ASTM Designation D 390-53 and D 391-53, AWPA P-l and P-2, 
or Federal Specification TT-W-556C. Where 1.025 is now 
acceptable, 1,030 should be specified; and where 1.085 is 
now acceptable, 1.100 should be specified, (#0) 

For piling, minimum recommended retentions are 
16 lb. per cu. ft. for Douglas Fir and 20 1b. per cu. ft. 
for Southern Yellow Pine, Timber above mean high water 
should have retentions as recommended by AWPA standard 


C 18-59. In all cases retention should be determined by 
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the "assay" method developed by the Forest Products Labor- 
atory at Madison, Wisconsin. Richards also recommends that 
if more than ten per cent of the piling in any given charge 
have inadequate retention, the entire charge should be re- 
jected, (#0) 

Sawn timber, since the easily treated sapwood is 
removed, is more difficult to treat and generally more sub- 
ject to marine borer attack. It is therefore desirable to 
keep all bracing above the MHW level, Lateral stability 
should be provided by batter piles, eliminating bracing 
altogether unless it is necessary to use braces to reduce 
the unsupported length of piles. Cutting and boring, as 
far as possible, should be done before treatment. All job 
cut surfaces should be given at least two coats of hot 
creosote and all bolt holes should be treated with the 
Greenlee bolt hole treater, wnich is a patented device 
specifically designed for this purpose. (24; p.212) All 
sawn timber should be incised. The specification should 
prohibit the use of cant hooks or handling devices which 
would puncture the creosote shell and should require that 
all holes, chips, etc. be plugged with creosoted wood , (28) 

Piles should be specified in accordance with 
ASTM Designation D 25-58, and dimension timber should be 
specified in accordance with the specifications of the 


association under whose rules it is graded, 
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3.6 Fire Resistance 


To increase the fire resistance of timber piers, 
underdeck fire bulkheads should be spaced at 150 to 200 ft. 
intervals, extending from the underside of the deck to one 
foot below mean low water. On long piers, complete fire- 
walls, extending up through the superstructure, should be 
spaced at 450 ft. intervals. Underdeck bulkheads should be 
of reinforced concrete or -tropical hardwood which is re- 
sistant to marine borers, Firewalls should be of rein- 
forced concrete. Certain chemicals, when injected by the 
pressure process, impart marked fire resistance to timber, 
Some of these chemicals are chromated zinc chloride, ammon- 
lum sulfate, boric acid, diammonium phosphate, sodium 
tetraborate, and sodium bichromate. These chemicals are 
available in various commercial preparations and retentions 
vary from 1.5 to 6 pounds per cubic foot depending on the 
formulation, All are soluble in water and will leach out 
if exposed to the weather, consequently are not dependable 
for the parts of marine structures exposed to weather or 
salt water splash. 

Piers with timber decks should always be provided 
with underdeck sprinkler systems. Dry pipe systems with 
rate-of-rise control are most satisfactory. The substruc- 
ture should be so designed that fire-fighters have access 
to the underside of the deck by using rafts or boats. Also 
access holes should be provided through the deck at about 
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25 ft. intervals for the access of fire-fighting equipment, 
The Port of New York Authority is fireproofing the wooden 
piles in its new plers by placing a concrete collar from 


the mid-tide elevation to the underside of the deck. 


3.1 Details 


Design details are of such variety and are 30 
much subject to local practice that the subject cannot be 
discussed within the scope of this thesis. A few comments 
are considered appropriate, nevertheless. Simplicity of 
details should be of primary concern in order that construc- 
tion will be simple and replacement of deteriorated or dam- 
aged members can be made with a minimum of difficulty. 
Reference 49 is an excellent guide for the design of timber 
connector joints. When timber connectors are used, heavy 
spiked grids and malleable iron rings are preferable, since 
thin metal rings and pressed steel plates are subject to 
rapid deterioration in the marine environment. All bolts 
and hardware should be galvanized, 

Hardwoods are more resistant to mechanical wear 
and are preferable for deck surfaces. Treated Black Gum 
is one of the most resistant of woods in America. It de- 
cays rapidly if untreated but takes treatment well. It has 
a tendency to twist badly, especially in thicknesses less 
than three inches and must be well fastened, (30) 
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Solid laminated timber decks with asphaltic- 
concrete or reinforced concrete wearing surfaces have been 
found successful, By the use of suitable shear connectors, 
a timber-reinforced concrete deck may be designed for com- 
posite action, (30) This type of deck construction has the 
disadvantage that repair or replacement of individual mem- 
bers is virtually impossible without tearing out a large 
area of the deck, ٠ 

Rider caps drift-pinned into the top of the plles 
are preferable to girder caps which are dapped into and 
through-bolted to the top of the pile. Uplift of the rider 
cap can be prevented by steel straps over the cap and bolted 
to the pile, Bolts are normally the weakest part of any 
connection, especially if shear plates or spiked grids are 
not used. In some cases, as in fastening batter piles to 
vertical piles, U-bolts may make a more satisfactory con- 
nection. Spiked grids should be used to transmit the shear, 
Dimension timber should be designed in accordance with 
National Design Specification for Stress-Grade Lumber and 


its Fastenings , (37) 
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Chapter 4 


4. CONCRETE FOR PIER CONSTRUCTION 


1 1 Deterioration of Concrete 


Good concrete is almost an ideal material for 
pier construction. Piles can be manufactured in an un- 
limited variety of shapes and sizes and concrete is adapt- 
able to either cast-in-place or precast construction. There 
are many records of excellent durability of concrete in sea 
water, but there are unfortunately also many instances of 
failure. It is the statement of the obvious to say that 
failures are attributed to poor quality concrete, While 1t 
is true that the quality of cement has improved greatly 
slnce it was first used in marine work, past failures are 
in general the result of faulty techniques in making the 
concrete itself, not from the inadequacy or the cement, 

The two greatest sources of deterioration of concrete are 
freezing temperatures and corrosion of the reinforcing 
steel. Freezing and thawing results in disintegration of 
the surface, spalling of the concrete and eventual exposure 
of the reinforcing steel. When the steel corrodes, the 
corrosion products expand, causing the concrete shell to 
burst, thus exposing the steel to further attack. Deterior- 
ation of concrete piling is normally greatest from about 
half tide up to a few feet above high water. 

One of the most extensive testing programs on the 


durability of concrete exposed to a marine environment has 
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been conducted by the Waterways Experiment Station of the 
Corps of Engineers. Identical samples were exposed at 
Treat Island, Cobscook Bay, Maine, and at Salt Run, St. 
Augustine, Florida, (12) The samples at Treat Island are 
exposed at the half-tide elevation and during the winter 
months are subjected to freezing and thawing during each 
tidal cycle. The water temperature is quite uniform 
throughout the year, ranging only from 34° to 40° F. During 
the winter, the samples = thawed and raised to a tempera- 
ture of about 37% F when submerged and are frozen in air to 
temperatures ranging from 28% F to -10% F, The deteriora- 
tion at Treat Island is almost exclusively the result of 
freezing and thawing; chemical action is apparently insig- 
nificant due to the low water temperature. 

The samples at St. Augustine, Florida are also 
exposed at the mid-tide elevation. Here the principle 
agent of attack is chemical action of the warm sea water, 

The significant conclusions from these tests were 
as follows: 

1. Use air entrained concrete in structures ex- 
posed to freezing and thawing. Some sampies 
of otherwise good quality with no air- 
entrainment failed in one winter, 

2. In warm sea water Type II cement with less 


than 8 per cent tricalcium aluminate should 
be used, 


Although the tests indicated that the influence 


of sulfates in the sea water was insignificant in cold 
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waters, it would be advisable to specify Type II cement for 
all waterfront work, 

A paper written by Wakeman et a1., 02) along with 
the discussions, gives much practical information from a 
large number of engineers on the durability of concrete, 
and gives actual performance records which supplement the 
information of the tests conducted by the Waterways Experi- 
ment Station. The authors recommend a minimum of 3 inches 
cover over the reinforcing steel. This figure was criti- 
cized by some engineers as being over-conservative. W. P. 
Kinneman (52; p.1326) recommended 2 to 23 inches for conven- 
tional reinforced concrete and li to 2 inches for pre- 
stressed concrete, Wentworth-Sheilds and Gray also recom- 
mend a minimum of 2 inches cover for sea water exposure , (53; 
p.53) The Portland Cement Association recommends 3 


inches, (11) 


1t would appear that with excellent field con- 
trol and inspection along with skilled workmanship, 2 or 
23 inches of cover might be adequate, but in view of the 
possibility of workmanship and inspection less than the 
optimum, the more conservative 3 inches would be desirable. 
Evidence was also presented (52: p.1312) which indicated 
that cements with high tricalcium aluminate contents (up 

to 17%) have been used in San Francisco harbor with ex- 
cellent results. It must be realized, however, that the 
water in San Francisco harbor would not be considered warm 


sea water, 
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Reactions have occurred (notably on the West 
Coast) between the alkalis of the cement and certain sili- 
ceous aggregates. The compound formed has greater molecular 
volume than its constituents, thus the concrete swells and 
disintegrates, Such reactive aggregates should be avoided, 
but if they must be used, low-alkali cement must be used 
and certain pozzolanic admixtures have been found benefi- 
cial. Since the exact influence of pozzolanic admixtures 
cannot be accurately 09 local experience in using 
reactive aggregates provides the best guide. ASTM Designa- 
tions C 227-58T and C 299-57T are recommended standard tests 
for determining potential alkali-aggregate reactivity. 

All authorities agree that where the structure is 
subjected to freezing temperatures air-entrainment is a 
necessity. Three to six per cent appears to be the normal 
range of air content. Not only is the entrained air bene- 
ficial in increasing resistance to freezing and thawing, 
but it will produce a more workable mix and permit the use 
of a lower water-cement ratio. Wakeman et al. recommena (52) 
a maximum water content of 6 gallons per sack of cement. 
Fluss and Gorman (52+ p.1320) recommended 43 gallons per 
sack for piles and pile jackets and 5 gallons per sack for 
the remainder of the substructure including the deck. These 
latter figures appear quite low and such a mix might have 


such a low slump as to present difficulties in placing. 
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1.2 Design of Concrete Mixes 


The Portland Cement Association provides an ex- 
cellent guide for the design of concrete mixes (see ref, 
17). Particular attention should be paid to the gradation 
of the fine aggregate. Since it is imperative to have an 
impermeable concrete, the specification should require a 
minimum of 2 to 5 per cent of minus 100 mesh material. The 
gradation curve should have a flat slope indicating a well- 
graded aggregate, Fine aggregate must be free from organic 
impurities or plastic fines. ASTM Designation C40-56T 
should be used as a test for organic impurities in sand. 

It is, of course, necessary to make the final selection of 
a mix on the basis of trial batches. There is no way to 


design for workability from charts or tables, 


4.3 Curing of Concrete 

Proper curing of concrete is no less important 
than the design of the mix. Proper curing means the main- 
tenance of controlled conditions for some definite period 
of time following placing and finishing to assure hydration 
of the cement and hardening of the concrete. (2) Curing 
involves the preservation of adequate water content, main- 
tenance at some relatively uniform temperature above freez- 
ing, freedom from damaging mechanical disturbance and 
allowing time for the concrete to gain sufficient strength 


for the safe use of the structure. 
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Preservation of adequate water content is accom- 
plished by ponding with water, continuous spray with water, 
or by application of impervious coatings, membranes or 
coverings. Forms alone are inadequate to prevent loss of 
moisture. Normally preservation of moisture is of greater 
concern than temperature control, since concrete will 
harden over a wide range of temperatures from just above 
the freezing point to just below the boiling temperature 
of water, but it will not harden at any temperature in the 
absence of water. The rate of hardening increases rapidly 
with an increase in temperature; however there is evidence 
that at temperatures above 165° F the ultimate strength is 
adversely affected, (41) 

For cast-in-place concrete, curing at tempera- 
tures considerably above the average annual temperature 
will result in excessive shrinkage. For precast units such 
shrinkage is normally of little concern since the unit will 
be at atmospheric temperature, and shrinkage will have al- 
ready occurred when it is actually placed in the structure. 

For protection against low temperatures, the 
water and/or aggregates can be heated and the concrete can 
be protected after placing by heated or unheated shelters 
or insulated coverings. Acceleration of the curing period 
can be accomplished by the addition of not more than two 
per cent (2# per sack of cement) calcium chloride. The 


calcium chloride should not be added in flake form but 
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should be mixed with water at the rate of one pound per 
quart and added as part of the mixing water. Calcium chlor- 
ide should not be used where sulfate resistance is important 
and it should not be used in prestressed concrete. The 
effect of two per cent calcium chloride in increasing early 
strength is proportionately greater at lower curing temper- 
atures than at higher temperatures. There appears to be no 
advantage in using it if the atmospheric temperature is 
above 40° F, 

Protection against high temperature is consider- 
ably more complex than protection against low temperature, 
Excessive temperature rise may be avoided by using low heat 
cement, reducing the cement content or precooling the water 
and/or aggregate. Ideally the curing temperature should be 
somewhat less than the average annual temperature to which 
the structure will be subjected during its life. It must 
be recognized, however, that in most situations it will be 
impractical to attempt to maintain temperatures in the con- 
crete less than the existing atmospheric temperature, 

While not specifically a problem of curing, it 
has been observed that concrete placed during hot weather 
is of lower strength than the same mix placed in cooler 
temperatures. This has sometimes been erroneously attrib- 
uted to "hot cement" since the warm months are periods of 
high demand and the cement may be used soon after it is 
ground with little time in storage to cool. The slump of 


.ےت 


۳ SU. 


IO iî مسر‎ ۱ 


un LJ bA 
e pa Slash Oe ge نے پسم‎ 


رر تا it‏ هنم شس ۷ وې 
á ë‏ سحسے_ امد ہے u‏ 
و mue ¿ir Os ao‏ بج 
EL‏ 
ووسر سرب مم سوس ووه له NER,‏ 
سب a? Mal ak” € Mee FÉ‏ 
سوسس اله اه ا ك تتح ١‏ هع به 
, تسا یم Wet und ree AE DL‏ 
_ )لب ےل فص »ګنټ a— iue)‏ 
an‏ 5 2 ! ے in © Aw “See al”‏ 
Amm A. ۱ és p» I ۲‏ 


m = wiht F 0 ۲ | |... لی‎ 

— ۱ G a 9 mage مس ہو رہ‎ ۱ 
L2 ll adds sl e AN 

pa +» wis ۰ "I — um DU, فى‎ 


re: Aw - اح‎ 

















— = «renee o ا‎ o u 0و‎ um 
aD ow tem ar سات‎ tt: 
nr - بس‎ ^ a-| dem -- 

سا سست ن | س po . lw.‏ یہ رڈ > e d‏ 


- -—— =t ' ۱ 5 s ۸ +. L ae whe —: 


وود 


a concrete mix decreases when the temperature rises. The 
actual explanation for lower strength concrete in hot 
weather is that very often more water is added to maintain 
a constant slump without adding cement. The water-cement 
ratio is increased and the strength falls off, "Hot cement" 
has no effect on the strength other than its effect in 
raising the temperature of the entire batch. 

Laboratory tests have shown (27) that increasing 
the curing temperature above some optimum (varies with type 
of cement from 50 to 55° F) will result in higher strength 
at early stages (up to 7 days) but lower ultimate strength 
at three months and one year. At normal temperatures this 
has little practical significance but at temperatures above 
165° F the strength reduction may be appreciable. 

ACI Conmittee 612 Report "Curing coma E) 
proposed optimum curing practice for various types of con- 
crete construction, The procedure applicable to normal 


pier construction would be as follows: 


INITIAL CURING (for first 24 hours or a minimum 
of overnight). 


Cover with two thicknesses of woven fiber 
mat, quilted fiber mat or other absorptive 
material thoroughly saturated when applied and 
kept continuously wet by spraying until removed. 


FINAL CURING (about 72 hours if the temperature 
is above 400F, When the temperature is below 
HOOF the concrete should be maintained at a 
temperature of 50° to 70°F for the same period.) 


1. Continuation of same procedure as for 
initial cure. 
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2. Two inches of moist earth or sand blanket 
kept saturated by spraying. 


3. Three inches of moist, cured hay, grass 
or straw kept wet by spraying. 


4. Impervious light-colored paper or plastic 
covering laid directly on the concrete surface. 


5. Sprayed-on liquid coating. For surfaces 
exposed to the sun in hot weather a resin type 
light-colored compound should be used to reduce 
the amount of heat absorbed from the sun. For 
surfaces not exposed to the sun, asphaltic com- 
pounds are suitable. 


If for practical reasons the fabric is not avail- 
able or the water spraying would interfere with adjacent 
construction operations, the best alternative would be to 
use impervious light-colored paper or plastic or an impervi- 
ous sprayed-on coating applied immediately following the 
finishing operation. Sprayed-on coating should be applied 
at the rate recommended by the manufacturer and must be 
applied uniformly to insure complete sealing of the surface, 

At the end of the curing period the concrete 
should be allowed to graduaily approach the exposure temper- 
ature. The drop in temperature should be less than 50%F 
during the first 24 hours for thin sections, and for heavy 
sections (greater than two feet in least dimension) should 
be less than 30% in the first 2% hours. The maximum rate 
of change snould be no greater than مې‎ per hour for thin 
sections and 3° per hour for heavy Stal 

Piling should be air-cured for as long a period 
as possible before driving. The carbon dioxide of the air 


combines with the calcium hydroxide in the concrete and 
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forms a shell of calcium carbonate which is very resistant 
to sea water, Practical considerations will limit this air- 
curing period but Stroyer states that from six to eight 


weeks are required for the formation of this skin, (“Os p.6) 


4.4 Handling of Concrete Piles 


Concrete piles must be handled with due care to 
prevent severe cracking, Usually handling stresses will 
govern the design of piles rather than the structural 
stresses; however in deep water where the unsupported 
length is great the opposite may be true, Long piles 
should be designed for pickup at as many points as neces- 
sary to prevent over-stressing the pile. Reference ll, p. 
30, gives the maximum bending moments for 1, 2, 3, 4 and 5 
point pickup with recommended locations of the pickup 
points. To assure that field personnel handle the pile as 
it was designed, it is advisable to cast lifting eyes into 
the pile at the specified pickup points, 

Steel stresses should be low, The design should 
be based on 100 per cent impact for handling stresses and 
if an abnormal amount of handling is involved, it may be 
desirable to reduce the design steel stress from 20,000 psi 
to 16,000 psi, still using 100 per cent impact. 

Handling stresses, and handling weight, may be 
reduced by using a hollow section. From the cost stand- 


point there may be no advantage in using a hollow pile, 
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since the void may cost as much as the concrete it dis- 
places, However, if handling stresses can be reduced 
and/or lighter handling equipment can be used, the hollow 
pile will be justified. Such determination can be made 
only on the basis of applicable costs and equipment avail- 


ability. 


4,5 Driving Stresses 


Since driving stresses will normally be greatest 
at the head and/or toe, it is advisable to increase the 
amount of lateral reinforcement at the ends of the pile, 
Glanville et a1, (20) recommends that the lateral reinforce- 
ment be not less than 1 per cent of the gross pile volume 
for a length of 23 to 3 times the diameter at each end and 
0.4 per cent through the mid-body with a transition over a 
length of 2 to Y feet. The Portland Cement Association 
recommendations are not as conservative as those listed 
above, (11, p.29) They recommend increased lateral rein- 
forcement for a length of one diameter at the head and two 
diameters at the toe, If hollow piles are used, it is ad- 
visable to make the ends solid for a length of 24 to 3 
diameters. 

The tensile stresses during driving are not nor- 
mally of concern in regard to failure, since practically 
all driving failures are the result of compressive stresses. 


However, in regard to durability tensile stresses high 
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enough to cause cracking of the concrete will provide entry 
of salt water to the reinforcing steel. During the early, 
easy driving it is advisable to use a soft cushion and/or 

a short stroke or short drop of the hammer, Except in con- 
Gitions of very hard driving where the resistance is pri- 
marily located at the toe, the stresses at the head will 

be greater and failure is more likely to occur near the 
head. A heavy hammer with a smaller drop (or stroke) will 
give lower stresses than : light hammer with a high drop. 

A soft cushion will have less effect on reducing the 
efficiency of a heavy hammer than of a light hammer.  There- 
fore, for maximum penetration with a given head stress, a 
heavy hammer with a relatively soft cusnion should be 

used, (20) Since it is desirable to have a soft cushion 
during the initial stages of driving, a new cushion of two 
to four layers of soft wood (Douglas Fir or Southern Pine) 
should be used for each pile and discarded after one use, 
Such a cushion will get harder as the driving progresses 
and will transmit a greater proportion of energy as the 


pile reaches final penetration. 


4,6 | Precasting 


In all concrete pier construction, serious con- 
sideration should be given to the use of precast members, 
The possible saving in time when precasting is used is 


obvious, but it does not mean that precasting will be 
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advantageous for all jobs. Ben 0. Gerwick listed the 
following general principles which are necessary for a 


successful precasting operation: (19) 


1. Central casting yard located with re- 
spect to transportation facilities. 


2, substantial base for casting beds and 
adequate storage space for aggregates and 
finished units. 

3. Equipment for handling loads up to 25 
tons must be available. Where units are too 
large to lift, there must be provision for 
launching and floating into place. 


4. Experienced foremen and skilled crews 
are necessary. 


5. Supervisory personnel must be well 
trained and must be capable of executing 


accurate construction and must maintain care- 
ful scheduling. 


4.7 Prestressed Concrete 


Much of the previous discussion on reinforced 
concrete would apply equally well to prestressed concrete, 
However, some engineers will maintain that prestressed con- 
crete exhibits proverties so radically different from ordi- 
nary reinforced concrete that it should be discussed as an 
entirely different product. Prestressed concrete does not 
have a sufficiently long service record to "prove" its 
durability but the prevalent feeling among engineers is 
that it should prove to be a far more durable material than 


either steel or conventional reinforced concrete, 
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In the first place, prestressed concrete requires 
a very high quality concrete--usually a 28-day strength in 
excess of 5,000 psi; and secondly, proper design can elimi- 
nate tensile cracks. Any cracks which might occur during 
handling or driving of piles will be closed by the pre- 
stressing force and there is a strong probability that the 
crack will actually bond together. By simple logic these 
facts combine to indicate the most durable product avall- 
able to the engineer today. 

Prestressed concrete allows greater use of pre- 
cast elements than conventional reinforced concrete, The 
units can be larger and are more easily handled, Precast 
elements create difficulties in obtaining continuity, but 
many techniques have been developed to obtain either partial 
or complete continuity over supports. (29) The use of canti- 
levered beams with alternate suspended spans is one effec- 
tive method. Prestressing for positive moment and using 
mild steel with cast-in-place concrete at the supports is 
effective in obtaining some degree of continuity.  Post- 
tensioning successive beams placed end-to-end is a possi- 
bility but the anchorage of the prestressing tendon to the 
previously placed beam is difficult, For the deck slab, 
precast stringers placed side-by-side with a composite 
poured-in-place wearing surface, which contains mild steel 
reinforcement for negative moment, has been used success- 


fully. This method is often accompanied by transverse 
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prestressing to tie the individual stringers together. The 
poured-in-place wearing surface provides a smoother surface 
for fork truck operation. 

There is still need for improvement in the method 
of connecting piles to pile caps. Present practice is to 
use cast-in-place, posttensioned pile caps. It may be 
possible to use precast caps with bonding agents and post- 
tensioning or use embedded steel plates which are welded 
and then covered with grout for protection, Precasting of 
caps would require extreme accuracy in placing of piles and 
may in the long run be of no economic advantage. 

It is probably in the manufacture of piles that 
prestressed concrete exhibits the greatest advantage over 
reinforced concrete. Handling stresses are not as criti- 
cal and longer lengths with smaller cross-section can be 
used, Pretensioning seems best adapted to smaller size 
piles (up to 24 inches). The Raymond Concrete Pile Company 
has very successfully used posttensioning in 36 in. and 
54 in, diameter hollow piles. The piles are cast in sec- 
tions 16 feet long by a spinning process essentially the 
same as used in the manufacture of concrete pipe. To 
assemble a pile, the ends of the individual sections are 
coated with a resin bonding agent and then posttensioned 
together with eight to sixteen cables. These piles have 
been driven in lengths up to 208 feet. 
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4.8 Steam Curing 


Steam curing is most frequently used as the means 
of obtaining high early strength of concrete to enable 
rapid reuse of stressing beds. The recommended cycle is 
three to six hours with no steam for initial set, then 
steam is applied for about 16 hours, maintaining a tempera- 
ture ranging from 140° to 21657 followed by a slow cooling 
period of three hours to prevent rapid shrinkage and dry- 
ing, (26) This treatment will result in 50 to 70 per cent 
of the 28-day compressive strength. The bed should be so 
designed that steam is admitted uniformly throughout the 
length. The steam is confined by canvas or sheet metal 
hoods; insulated sheet metal is preferable for cold weather. 
There seems to be some difference of opinion on the use of 
calcium chloride as an accelerator for prestressed concrete 
work due to possible corrosive effects on the steel tendons. 
Since the value of calcium chloride as an accelerator re- 
duces with an increase in temperature, there is no advan- 
tage where steam curing is used, Also, since the possibil- 
ity of corrosion has not been ruled out, the conservative 


approach would be to not permit its use. 


4.9 Recommendations for Durable Concrete 


In summary, the following are recommended for 
durable concrete in a marine environment. These recommenda- 


tions are basically as set forth by Wakeman et ai, (52) but 


۳۹ مت سے‎ 
"- a eu" 
7 a «46 er 
UP d - n 
| He هویم یی ې سم‎ 
هم سم سا سر سے سر لال‎ 
De «e Y SAS Ap 8۱۶2 ١ — -— 1 
LI MI. M ls ےس ےی ںہ‎ 
2 Gee تا وام‎ 


Md - e A A ۴ X" 


Wee مه مه‎ mum Io ie c mq 

> eee] eS dí > ^ -—— 
a aoo cmm ١ سر س سا‎ 
رور‎ (—— E a Via ې سا‎ m SAN و و‎ 
WA AAA 4 & « Ad d ګر ير سا‎ 


IA y اين" ست س‎ me». 0 8 


—_ — "n 





me. 


with modifications deemed appropriate in the light of in- 
formation presented by other authors. 

l. Minimum cement content of 7 to 73 sacks per 
cubic yard. Minimum compressive strength of 4000 to 5000 
psi for reinforced concrete, 5000 psi for prestressed con- 
crete, 

2. Maximum water content of 5 to 53 gallons per 
sack of cement, Slump should be less than 3 inches. 

3. Use Type II cement with C3A content below 8 
per cent as specified in ASTM Designation C 150-56. 

4. Use 3 to 6 per cent entrained air if struc- 
ture is subjected to freezing and thawing action. 

5. Use olean, non-reactive aggregates free from 
organic impurities, well graded with sufficient fines to 
give maximum density. Fines must be non-plastic. 

6. Embed reinforcing steel with a minimum con- 
crete cover of 2% to 3 inches for reinforced concrete and 
2 to 24 inches for prestressed concrete. 

7. Use clean water for mixing. 

8. Thoroughly cure the concrete. After curing, 
air dry piling as long as practicable before driving, 

9. Use particular care in handling piles to pre- 


vent damage, 
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4.10 Details 


Piles are manufactured with square, round or 
octagonal cross-section. From the standpoint of durability 
the round shape is best with octagonal a good second choice. 
The flat slab design for decks has proved less subject to 
deterioration than the beam and girder type. The designer 
should always strive for simplicity and should avoid intri- 


cate form work, 1 
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Chapter 5 


STEEL FOR PIER CONSTRUCTION‏ .گ5 


ET Corrosion of Steel 


The corrosion of steel (and almost all other cor- 
rosion processes) is electro-chemical in nature. Anodic 
and cathodic areas are established by different types of 
metal, impurities in a metal, variations in the surface 
such as welds or breaks in mill scale, stray currents, 
local differences in the concentration or temperature of 
the electrolyte, or by variations in the concentration of 
oxygen in the water, (14) The current flows from the anode 
through the electrolyte to the cathode and back through the 
metal to the anode to complete the circuit. The anode is 
an area of oxidation and the cathode is the area of reduc- 
tion. At the anode the atoms of metal are converted into 
positively charged ions by the loss of electrons. The 
metal ions then pass into solution and form oxides and 
hydroxides which are normally deposited as rust near the 
anodic area. Some salts may also be formed which either 
stay in solution or are also deposited near the anode. 

Hydrogen ions accumulate at the cathode and if 
they are not removed the corrosion process will stop. In 
an acid electrolyte the hydrogen is evolved as gas. Sea 
water is normally alkaline and the hydrogen ions are re- 
moved by reaction with oxygen to form water. The rate of 


corrosion in sea water is controlled by the amount of 
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oxygen available and increases with an increasing amount of 
oxygen. (23) This is not to imply that corrosion cannot 
occur in the absence of oxygen. Certain sea and harbor 
bottoms contain anaerobic, sulphate-reducing bacteria which 
decompose sulfates in the presence of iron and release 
oxygen which is then available to combine with the hydrogen 
ions. Corrosion by such bacteria is known as microbiologi- 
cal corrosion. l 

The pattern وه‎ TE on a steel pile can be 
extremely variable but, in general, corrosion below the mud 
line will be negligible; there will be an increasing rate 
of corrosion toward the surface of the water, reaching a 
maximum at about MLW. In most harbors there will be float- 
ing oil which will coat the piling and there may be rela- 
tively little corrosion in the tidal zone. The splash zone 
just above MHW will be the area of most active corrosion 
and the area above the splash zone will have a reduced rate 
of corrosion, 

Highly alkaline water reduces corrosion and in- 
dustrial acid waste may greatly accelerate the process, 
Structures located near the effluent of certain industrial 
plants may exhibit the most active corrosion near the mud 
line where the heavier acid wastes tend to settle. Such 
conditions can be dangerous because the corrosion is least 
suspected and least likely to be detected if it is below 


the water line, 













e Moon a! adde نه‎ m 
A یسے ہہ‎ 
^ | 

E eer a A 
Ge ag m mum - = 
AOL IA ېغمه ایام تس ان ۶م ۱۰۱۶ مو‎ 
e poor E هسيل‎ 
STO CO eee aM ورو‎ 
ma بنك به‎ Tr Du ee ei 
بوم‎ AI mm ON ee cane رن‎ 
nm 9 cnm Ro بب‎ ee 















هه 1 » ۹ سان : ê‏ © — ۸ ۷ ۵ = 
cA‏ یا 





A e dy ع‎ von > 6. 
un. ard 9. سب ف‎ aw شس یو "عدا مه‎ 

To ۸ (^ ue im ye y pra mir c 

ME VEI ntm 6 ہو‎ ۱ ۱ — 

EE bec A, 

۹ ۷1 ۱ 565 ہو )p ome‏ ا دي 1 
. سط .۱ .انا لت 








-52- 


Marine growth slightly retards corrosion by the 
exclusion of oxygen but, on the other hand, it will be de- 
structive to paint or protective coatings. Some types of 
marine growth apparently exude acids which may cause severe 
pitting. 

Laboratory tests and generalizations may be ex- 
tremely misleading in attempting to estimate the useful life 
of a steel structure in a particular environment. The best 
source of information is the past history of structures in 
the particular area or from specimens exposed under natural 


conditions, 


5.2 Cathodic Protection 


Since practically all corrosion is electrochemi- 
cal, it follows that if the entire structure is made cath- 
odic with the current flowing to the exposed metal, no cor- 
rosion can take place. Or, stating it another way, the 
current is prevented from flowing away from the metal sur- 
face, Prevention of corrosion by such an impressed current 
is cathodic protection and is accomplished by utilizing 
galvanic anodes of a material which is more negative on the 
electromotive force series than the metal being protected 
and which provides its own source of energy, or by provid- 
ing a voltage from an external source such that current 


flows into the structure, 
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Galvanic anodes are normally of a magnesium- 
aluminum-zinc alloy. The anodes are placed on the harbor 
bottom or suspended in the water beneath the pier and elec- 
trically connected to the steel surfaces to be protected. 
The galvanic anode method of protection is more advantageous 
for small structures since installation is simple, no exter- 
nal source of power is needed and relatively little mainten- 
ance is necessary, except for the replacement of anodes as 
they are consumed, | 

For large structures the impressed current method 
will probably prove the most economical. The impressed 
current system consists of a ground bed, or system of 
anodes, and a source of direct current. The ground bed can 
be made of scrap iron or steel which corrodes and must be 
replaced periodically or any of a number of materials such 
as grapnite, high silicon cast iron or platinum-palladium 
alloy, which are not readily corroded, (21) A direct cur- 
rent source may be utilized if available, but more commonly 
the current will be provided by rectifiers and alternating 
current source, 

When a cathodic protection system is first placed 
in service, the alkalinity at the metal surface will cause 
a layer of calcium carbonate and magnesium hydroxide to be 
formed. This layer is relatively insoluble and will pro- 
vide additional protection to the steel and, after the 


layer is formed, the current requirement will be less. In 
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general, piled structures require 5 to 12 milli-amperes per 
square foot of exposed steel for the first few months, and 

3 to 6 milli-amperes per square foot for permanent protec- 

tion, Current requirements can vary over wide ranges as 


listed below: (22) 


Bare steel in sluggish water 
containing only a small amount 


of oxygen - - - - = = = 1-5 Ma/ft* 


Bare steel in highly aerated, 
rapidly moving water - - - 


20-100 ۴ 


Bare steel in soil - - 0.1-5.0 Ma/ft^ 


The resistivity of sea water is normally 20-30 
ohm-cm, thus requiring an operating voltage of 5 to 25 
volts. 

Even though a great deal is known about the cor- 
rosion process, actual design of a cathodic protection sys- 
tem is largely empirical. No attempt should be made to 
design a cathodic protection system without the services of 
an experienced engineer who specializes in that field and 
who is familiar with the local area. 

It must be kept in mind that cathodic protection 
is effective only for the submerged portion of the pile, 
This may mean that the area of greatest corrosion (splash 
zone) receives no protection. Protection above the mid- 
tide level must be provided by paints, coatings or concrete 
Jackets. In fact, it is desirable to have the entire pile 
initially protected by a coating even if cathodic protection 
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is used. A coating will cut down on the initial current 
requirements and the cathodic system will provide increas- 


ing protection as the paint or coating deteriorates. 


SS Paint, Tar and Bituminous Coatings 


Chlorinated rubber and phenol-formaldehyde resin 
type paints are giving good service and there are many pro- 
prietary paints of this type available. Tars and bitumens 
also give good results. Coating of the submerged part of 
piling is strictly a one-time application as it can never 
be renewed nor can it be patched after the pile is driven. 
A certain amount of damage to an applied coating is unavoid- 
able in handling and driving of the piles. As to whether 
coating or painting of piles is economically justified, 
only local experience can be used as a guide. All that can 
be said is that it will somewhat prolong the life of the 
piling. For steel portions of a pier other than the piles, 
the answer is simple--all exposed steel must be protected 


by painting. 


5.4 Concrete Jackets 


Concrete jackets are very effective in protecting 
steel piles from corrosion, The methods of jacketing piles 
are basically the same as those used for protection of wood 
piling discussed in chapter 3, except that gunite and cast- 
in-place jackets appear to have been used more frequently 


than precast cylinders. The jackets may extend all the way 
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to the mud line but often they extend only from the mid- 
tide elevation up through the splash zone. 

Piles located in the surf zone may suffer severe 
corrosion at the ground line. This is due to the abrasive 
action of the sand which removes the rust as fast as it 
forms and continually exposes bare metal to further attack. 
It has been found that cylindrical piles are less subject 
to this abrasive action than H-piles. (45) Piles located 
in the surf zone should نا‎ protected by concrete Jackets 
or steel cylinders extending a few feet above and below the 
sand surface. Creosoted wood jackets held in place with 


galvanized steel bands are also effective, 


5.5 Details 


There is little to choose between the different 
steel pile shapes in normal pier construction. H-piles can 
penetrate hard strata better than other shapes. Pipe piles 
can be filled with concrete for additional strength and 
less loss of strength if the shell corrodes. Other shapes 
have been used, including I-beams, piles assembled from 
old rails and box piles assembled by welding sheet piles 
together. 

Bracing should be eliminated if possible. It is 
particularly susceptible to corrosion since relatively thin 
members are used. The crevices and cuts at the joints are 


difficult to protect and will cause increased maintenance 
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costs for painting. If bracing must be used to reduce the 
unsupported length of piles, heavy members should be used, 
it must be well protected by painting and it must be kept 
above the splash zone, 

The loss of strength due to corrosion should not 
be passed over lightly. A small loss in cross-section (as 
in the flanges of an H-pile) can result in a very large 
loss in the supporting capacity due to the reduced moment 
of inertia. | 

lt would appear that the ultimate protection for 
steel piling is to use cathodic protection and concrete 


jackets from the mid-tide elevation to the top of the pile. 
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Chapter 6 


6. DESIGN LOADINGS 
6.1 Vertical Loads 


A pier must be designed to withstand both verti- 
cal and horizontal loads. Vertical loadings do not present 
a very difficult problem. Normally design loads can be de- 
termined accurately or can be quite accurately assumed on 
the basis of past experience, Such loadings include dead 
weight of the structure, weight of cargo stored on the pier, 
wind and snow loads, crane loads and truck and train loads. 
Dead weight of the structure is subject to exact determina- 
tion. Cargo loadings are determined on the basis of the 
type of cargo to be handled. For general cargo this is 
usually assumed as 500 to 600 pounds per square foot, 

Crane loads must be determined for the individual case 
based on the type of crane and the loads which will be 
lifted. Under present-day operations, the truck loading 
for a general cargo pier is assumed as H20-S16 and train 
loading is Cooper E-50. Since speeds will be low on the 
pier impact of 10 to 20 per cent is sufficient. Fork 
trucks cause concentrated loads since most of the weight 
is carried by tne front wheels, but normally for a general 
cargo pier either the uniform load or the H20-S16 will be 
critical. Wind and snow loads must be based on local con- 


ditions and are usually covered by code, 
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Deflections due to vertical loads are due to com- 
pression in the piles and elastic deformation of the soil, 
and are of such small magnitude that they are ignored for 
practical purposes. This assumes, of course, that neither 


the pile nor the soil is overloaded. 


6,2 Horizontal Loads 


Horizontal loads are not subject to an accurate 
analysis nor can the deflections due to horizontal loads 
be ignored. The sources of horizontal loading are impact 
of berthing ships, wind, current, floating debris or ice, 
wave pressure and earthquake. Most of the information on 
horizontal loading is of an empirical nature, both as re- 
gards the loading itself and the ability of the structure 
to resist tne horizontal load. In any case, a correct 
analysis must consider both the structure itself and the 
soil into which the piles are driven, although one can find 


analyses where the soil is entirely ignored. 


6.3 Ship Impact 

There are many variations in the analysis of the 
berthing impact of ships but basically the study involves 
equating the kinetic energy of the moving ship to the work 
done through a finite deflection of the pier and the fender 
system, The ship normally approaches the pier at some 
angle (usually between 20° and 30°), strikes the pier at 
a point of contact fairly far forward on the ship, then 
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shears off and comes to rest approximately parallel with 

the pier. Some time in this interval, mooring lines will 

have been passed to the pier and will have been snubbed to 
help arrest the forward motion of the ship. Only in the 

case of accident will the ship strike the pier head-on, a 

condition for which the pier and fender system cannot be 

economically designed, and an approach parallel to the 

pier with no impact would be rare indeed, 

The energy of the moving ship is absorbed by: 

(1) the deformation or deflection of the pier and the 
fender system; 

(2) friction of the ship on the fender system; 

(3) the pull on the mooring lines; 

(4) frictional resistance of the underwater portion of the 
hull; 

(5) backing power of the ship's screws, or tugs; 

(6) imparting a rotational or yawing velocity to the ship 
due to the fact that the point of impact will not coin- 
cide with the center of gravity of the ship; 

(7) elastic and/or plastic deformation of the ship's struc- 
ture. 

It is obvious that not all the energy of the ship must be 

absorbed by the pier itself. There is no exact mathemati- 

cal solution which can account for all the variables, so it 


is necessary to rely on empirical rules, 






ریو ہے سے 
o‏ 
را i‏ سوا کی سم با سس سو 5 
تج وت ېي بت مرم ہہ سح 
به .¬ cm Î‏ .9 سے 0 , 
a- fT‏ ښپ دم سی مان یم (yo Mee‏ 
[ — "— —- .> په ام ېي de‏ سي پس e‏ <- 
m.‏ 
ng vere! ‘at! mp a AN‏ — 
BAD‏ ہو um‏ كن o‏ — ?—- 
ee,‏ یل ات با u ri is‏ .اس 
um‏ 
6ا f ia‏ ۷ه i ——À LA, Aat.‏ — —— 
ARA... aae A‏ ٭ پشاتشن رس Se dl A‏ 
n a o 7‏ بیص مه Vid‏ > ليون اا a‏ 
سح له تت اس" س uale‏ سے سے 
mU. uii‏ 





















































Y ۸‏ ننس سا ال ۷ سس 11 u‏ — و © زف 7 Lal‏ 


I TT i + TI but ات‎ ۱ 


3 


The mass of the ship will be known or can be 
quite accurately estimated from the knowledge of the type 
of ship which will be using the pier. The velocity of the 
approaching ship and the relative amount of the ship's 
energy actually imparted to the pier can only be roughly 
estimated. Minikin 32» p.188) gives the results of 49 ob- 
servations of approach velocities in a variety of ports, 
With only one exception, the velocity component normal to 
the pier was less than - foot per second and in 88 per 
cent of the cases it was less than one-half foot per second, 
Minikin also noted that the approach velocity of large 
vessels is normally lower than that of small vessels. This, 
coupled with the fact that large vessels will normally be 
aided by tugs and small vessels may not, leads to the logi- 
cal assumption that within the normal range of vessels 
berthing at a particular pier, the total energy will not 
vary greatly with variation in the size of ship. Therefore, 
the design should be based on the ship which is most fre- 
quently berthed. 

Minikin states the amount of the ship's energy 
which actually is transmitted transversely to the pier 
cannot exceed one-half of the transverse component of the 
kinetic energy of the ship, (32> p.168) He reasons this 
from the fact that the point of contact can be no further 
aft than the point where the straight side of the ship 


starts to curve into the bow. The point of contact will 
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then be approximately one-half the distance from the center 
of gravity to the bow and the amount of energy transmitted 
will be in proportion to this distance, i.e. one-half of 
the transverse energy. This line of reasoning may be sub- 
ject to criticism, but his results do agree with observed 
conditions and with experimental results. 

Baker recommends that four-tenths of the trans- 
verse energy be used in the design of fendering. 9) This 
recommendation was ise dh observations of a bell dolphin 
at an oil pier in England where 15,000 ton tankers were 
berthed in rather severe conditions of wind and tide. 
Levinton in American Civil Engineering Practicell: p.21-63) 
recommends that the entire transverse kinetic energy be 
used in design. In view of the information submitted by 
other authors, this appears over-conservative. Cornick 
recommends 40 per cent of the transverse energy for later- 
al blows and only for the case of head-on collision should 
the full kinetic energy be assumed, (15) 

When a vessel contacts the pier, the resistive 
force will increase from zero to a maximum when the veloc- 
ity of the ship reaches zero. Therefore the work done will 
be one half the maximum force multiplied by the distance 


moved, i.e. Pd 


2 


Where "P" is the maximum force and "d" is the total de- 


flection of the structure, Equating this to the effective 
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kinetic energy of the ship, the equation used for design 
will be: 


2. muc La a ae 
2 e £g g 


Where "k" is a factor for the portion of the transverse 
kinetic energy which is effective in deflecting the struc- 
ture, "w" is the gross weight of the ship and "v" is the 
component of the ship's velocity normal to the pier, For 
normal conditions, it is recommended that the following be 


used: 
k = 0.40 ; v = 1.0 ft/sec. 


If it is known that berthing will always be done in calm 
conditions, v = 0.5 ft/sec. might be used. 


It is obvious that in the event of accidental 
head-on collision the pier should not collapse. Local 
damage to both pier and ship is to be expected. There is 
no information available as to what factors to use, but 
k=1.0 and v = 3.0 to 5.0 ft/sec. appear reasonable. 


For such an analysis, yield point stresses should be used. 


6.4 Wind Forces 


The lateral forces due to wind are usually 
covered by local codes and depend on the maximum wind veloc- 
ities in the area. In the absence of such codes, the wind 
force must be estimated by the use of empirical formulas 
using known wind velocities. Chellis recommends the 


formula: 
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Py = ‚004 Vwe (9, p.171) 


Where p, is the horizontal wind load in pounds per square 
foot, and Vw is the wind velocity in miles per hour, The 
wind pressure is applied to the vertical projection of the 
pier and pier shed plus the exposed presentment of the ship 
which is not shielded by the structure, 

Cornick(15, p.203) presents the following formula 
which was proposed in a paper presented at the 18th Inter- 


national Congress of Navigation: 
F=KS )7 - 


Where: F is the total force on the vessel in kilograns; 
S is the vertical projected surface of the ship in 
square meters; 
V is the velocity of the wind in meters per second; 
U is the velocity of the ship in meters per second; 
K is a constant which has values between .07 and 


.08. 


Since the drifting speed would be zero when the ship was 


moored, the expression reduces to: 
F=Ks v° 


which is very similar to the one recommended by Chellis. 
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Levinton presents the following table of wind 
loads in American Civil Engineering Practice, (1, p.21-61) 


Vw(mph)  Pw(1b./sq.ft.) Vwímph)  Pw(1b./sq.ft.) 


21.6 65 0.5 10 
2582 70 1.2 15 
28.8 75 2.0 20 
32.7 80 3.2 25 
6.9 85 4.6 30 
41,4 90 6.3 35 
2„ 6+ 95 8.2 40 
51.1 100 10.4 45 
56.4 105 ۹ه 12.0 50 
61.9 110 15.5 55 
18.4 60 


The above figures were calculated on the basis of an air 
density of 0.07651 lb./cu.ft. at 15°C, 760 mm Hg and 
assumed shape factor of two for the long nearly prismatic 
body of the ship or wharf. Wind velocities are normally 
measured high above the ground so, to allow for the reduced 
velocity on a low structure, the above values can be re- 
duced by a factor of 0.8. 

Some authors consider the actual static force of 
the wind acting on the ship as being negligible in compari- 
son with the dynamic impact against the pier due to the 
velocity imparted to the vessel by the wind, (91) While 
this is undoubtedly true, it hardly seems worthwhile to 
evaiuate this force in view of the empirical nature of the 
impact calculations. It must also be remembered that a 
ship will not be maneuvered into a berth during a period 
of high wind. 
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The above empirical methods do not take into 
account the effect of the shape of the vessel or of the 
various projections above the deck. Following World War II 
the U. S. Navy conducted model tests on single vessels and 
groups of vessels to determine the effects of wind and 
current on moored ships, (5) These tests, the results of 
which are presented in NavDocks TP-Pw-2, (33) revealed that 
the wind produced not only lateral and longitudinal forces 
but a yawing moment as well. The tests also revealed that 
the shielding effect of ships moored side-by-side was con- 
siderable. The total force on six ships was only 50 per 
cent greater than the force on a single ship. This is of 
importance in evaluating the forces on a ship which may be 
shielded by the pier and transit shed, Naval vessels of 
the submarine, destroyer, cargo, aircraft carrier and 
floating drydock types were tested. Reference 33 gives 
charts and tables which can be used to extrapolate the test 
results. Such extrapolation is limited to ships with super- 
structures similar to the model tested. 

For design with wind loads combined with normal 
loading, the stresses can be increased in accordance with 


the code which applies to the material being used. 


6.5 Current Forces 


Information on the forces of a moored ship due to 


currents is very limited. This is probably explained by 
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the fact that most facilities are constructed in areas 

where there is little current, hence the forces due to cur- 
rent are of little interest to designers. ہ0‎ 0 p.172) 
gives an empirical formula which is based on the assumption 
that the unit pressure due to the current is a function of 
the equivalent static head corresponding to the current 
velocity, i.e. H = Ve2/g. The total force as given by 
Chellis is as follows: 


* 


Fo = k B Vc? 


Where : H is the head in feet; 
Ve is the velocity of the current in feet per 
second; 

g is the acceleration of gravity in feet per 
second®; 

Pc is the total force in pounds; 

B is the projected area of the structure or the 
hull below the water line in square feet; 

k is a form factor: 1.0 for round piles, 1.4 for 
square piles and bracing, 0.82 for current nor- 
mal to the centerline of vessel and 0.15 to 
0.60 (depends on lines of vessel) for current 
parallel to the vessel, 

Mean velocity usually occurs at about 0.6 of the depth, sur- 
face current is normally 0.85 of the mean velocity, and the 


maximum velocity is about 1.1 times the mean velocity. (9) 
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The maximum velocity occurs somewhere between the surface 


and one-half the depth. 


Levinton(1, P+21-63) gives basically the same 
formula but the breakdown of the coefficient "k" is not as 


detailed as that given by Chellis. 


Chellis(9, P-172) aiso gives formulas for friction 
drag and propeller drag when the current flows parallel to 


the vessel. For friction drag: 
Fa = .007 S Ve? 


Where: Fg is the total force in pounds; 
S is the wetted area of the hull in square feet; 
Ve is the velocity of the current in knots (1 knot = 
6080.2 ft/hr). 


Levinton(1, p.21-63) gives the same formula with 


a coefficient approximately equal to O,01. 
For propeller drag, Chellis gives: 
Pa = 2.88 Ap Vc? 
Where: Pa is propeller drag in pounds; 
Ap is the projected area of the propellers in 


square feet; 


Ve is the velocity of the current in knots. 


The tests reported by Ayers and Stokes (5) indi- 


cated that, as in the case of wind, the forces due to 
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current consisted of lateral and longitudinal forces and a 
yawing moment, The tests verified that the force was 
approximately proportional to the square of the velocity, 
but the forces also varied approximately in inverse ratio 
to the depth of the water. None of the empirical formulas 
take the effect of the water depth into account, As in the 
case of wind, there is considerable shielding when a group 
of vessels are moored side by side. The resistance of two 
ships was only about 20 per cent greater than a single ship 
and for six ships about 120 per cent greater, 

It must be realized that the previously listed 
formulas for forces due to wind and current are empirical 
and give only approximate results at best. They are ade- 
quate for the general design situation where the principal 
forces are other than those caused by wind and current. 
However, where it is necessary to estimate the current and 
wind forces with some degree of accuracy, model tests are 


the only practical solution. 


6.6 Wave Forces on Piling 


Wave forces on piling have been evaluated and 
laboratory tests have been made to evaluate the necessary 
coefficients. The procedure presented by Morison (34) was 
developed on the assumption that the wave form is trochoidal 
and the partial velocities and accelerations are sinusoidal. 


These conditions are approximately true for most deep water 


— ہت اود اسو -س ١‏ 
af‏ ماسب وام وک وا 
— پس d w‏ 


۱ ۲ 


- (misao un 4 +... ni po < ew 
MUN C omm ome omo ene ome cona الس‎ 
; “u Din: un 20 — ee dl 
FUI L* وقد‎ Cue مه‎ 
Alm سے ارول و‎ T. =s os a - a 
ېیک‎ LAT LR 
۲ WA ب سس‎ 


i bin ©‏ 
O‏ مره يذ سا ار 
a Dt 1‏ 
t‏ بهن مس ہج سس ۱ 
وه aue P X‏ و یپ کو وک 





E 


waves or shallow water waves of small steepness. The pro- 
cedure is not applicable to piling located in the zone of 
wave breaking. The design procedure is not complicated, 
but the formulas are rather involved and certain tables are 
necessary for the calculation so the reader is referred to 
either reference 8 or 34, both of which present Morison's 
procedure. Reference 35 presents some more recent test re- 
sults and makes minor revisions to the design procedure, 
Wave forces 5 moored ship and forces on a ship 


due to surging are complete studies, and will not be dis- 


cussed in this thesis, 


6.7 Earthquakes 


Earthquakes are one further source of lateral 
forces. Earthquakes are confined to certain regions and 
generally local codes will give design requirements. Nor- 
mally some percentage (approximately 10%) of the vertical 
dead and live load is assumed as the horizontal force. The 
piles are checked for shear, moment and deflection, con- 
sidering the force as a static force applied at the center 
of gravity of the structure. If the deflection thus calcu- 
lated is large, some designers assume a maximum deflection 
(say two inches) based on the observed maximum horizontal 
amplitude of earthquakes in the region, The reasoning here 
ls that if resonance is avoided, the deflection of the pier 


cannot exceed the horizontal amplitude of the ground quake. 





Alle 


Since a pile-supported pier will be flexible, it 
will have a natural period of vibration which varies with 
its mass, the unsupported length of the piles and the con- 
ditions of fixity at the head of the piles. It is impera- 
tive that the structure does not have a natural period of 
vibration which falls within the normal range of the 
periods of earthquakes. 


Chellis (9: p.163) gives the following formula for 
the period of vibration of a single pile: 


W lu 


T = Ce E TI 


Where: T is the period of the vibration in seconds; 

W is the vertical dead and live load on the pile 
in pounds; 

lu is the unsupported length of the pile in inches; 

ce is a constant dependent on end conditions and is 
approximately 0.18 for free end at top of pile 

0.09 for full fixity at top of pile 

(actual conditions will always be between these 


values), 


For a structure supported on piles of varying length, the 


formula becomes: 
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The above formulas would not apply to a pier with batter 
piles, but batter piles increase the natural frequency so 
much that resonance is not of concern, 

Chellis gives the range of commonly observed 
periods of earthquakes as 0.1 to 0.7 second at locations 
near the epicenter, with the largest acceleration occurring 
in waves having periods less than 0,5 second. Periods as 
hign as 2 or 2,5 seconds are possible but the destructive- 
ness of the quake is approximately inversely proportional 
to the period so the higher periods are not as dangerous, 
It appears reasonable that if the structure had a natural 
period less than 0.1 second or greater than 2.5 seconds, 


resonance is not likely to occur, 


6.8 Fixity of Pile Ends 


One of the most perplexing problems in evaluating 
lateral forces or in determining the unsupported length of 
piles is the determination of the degree of fixity at the 
ends of piles. Two feet of embedment of wood or steel 
piles in concrete is considered sufficient to give full 
fixity. If a concrete pile is built-in at the top with 
properly embedded bars bent into the slab or beams, it can 
be considered completely fixed. Piles braced in both 
directions, with lower ends of bracing fastened more than 
five feet from the top of the pile, are considered fixed 
at the bottom of the bracing, although this is not strictly 
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correct. Where there is a question of the proper degree 
of fixity, calculate stresses for both free and fixed con- 
ditions and design for the most unfavorable. 

Normal piles can be considered fixed between the 
dredge line and five feet below the dredge line in firm 
sand or gravel. For soft material or loose sands and silts, 
the point of fixity will be between five and ten feet below 
the dredge line. For very stiff piles, such as the Raymond 
cylinder piles, the Bue figures may be doubled, It would 
be best to conduct a lateral load test and make an analysis 
as discussed in section 2.7, only then could realistic 
values be determined. 

If batter piles are used for lateral loads, it is 
common practice to ignore the lateral capacity of the ver- 
tical piles. The necessary deflection to mobilize the full 
capacity of batter piles is much smaller than that required 
to mobilize the lateral capacity of a vertical pile. Con- 
sequently, the batter piles actually carry the major part 
of the load and the additional capacity of the vertical 
piles is simply an additional factor of safety. 


6.9 Fenders 


A subject which has not been discussed in this 
thesis but is, none the less, a very important considera- 
tion in the design of piers is the fender system, The 


fenders must be designed in conjunction with the pier, 
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since the lateral load from ship impact will depend on the 
total amount of deflection of the fender system and the 

pier structure itself. Fenders vary from practically un- 
yielding rubbing strips attached to the side of the pier to 
very elaborate devices using dash-pots and springs for 
energy absorption. The choice of fender will be governed 
by the conditions of tide, wind and current at the pier 
site. Let it suffice to say the system chosen snould be 

as simple as possible consistent with the energy absorption 
required at the particular site; elaborate systems requiring 


lubrication and/or frequent maintenance should be avoided. 
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Chapter 7 


7. COST FACTORS FOR PIER CONSTRUCTION 


A discussion of costs necessarily involves so 
many variables that it is nearly impossible to be specific. 
In fact, if an attempt is made to discuss specific costs, 
one would be restricted to a particular pier at a particu- 
lar site. The following paragrapns attempt only to give a 
general discussion of the factors involved in estimating 
the cost of a pier, 

One of the most important considerations and also 
one of the most difficult to assess is the workload of the 
contractors in the local area. During slack seasons bids 
will be lower and contractors may take jobs at cost simply 
to keep a crew mobilized. The general fluctuations of the 
entire economy has an indirect influence in this regard, 
Since industrial plant expansion will be motivated by 
periods of good business, Since there may be from one to 
three years involved in the planning and design of facil- 
ities, the fluctuations of the construction industry will 
somewhat parallel but will lag behind the fluctuations in 
the general economy. Private projects usually take 18 
months or less for planning and design and public works, 
since financing is more cumbersome, usually take two to 
six years, 

Availability of equipment is an extremely impor- 


tant influence on the cost of construction, A contractor 
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who is already mobilized for a particular type of work can 
underbid another contractor who must mobilize from "scratch." 
On the other hand, for some very large, unique jobs it is 
entirely feasible, sometimes mandatory, to build a special- 
ized piece of equipment to be completely amortized on that 
one job. One reason that Raymond's prestressed cylinder 
piles are not used more widely is that one very large job 
is necessary to justify the initial cost of setting up the 
plant and mobilizing the eq UREN and thereafter they can 
be economically used on smaller jobs. The same applies to 
prestressed piles of any size. If the job is big enough, 
prestressing beds can be built specifically for that job, 
but prestressed piles might be uneconomical on a small job 
unless a commercial prestressing plant is close enough to 
the job site to make transport of the finished piles feas- 
ible, 

Mobilization costs are dependent on the distance 
the equipment must be moved, whether the equipment is 
wheeled or tracked, freight rates if the equipment is moved 
by rail, and towing costs for floating equipment. For one 
particular job and one particular contractor, the mobili- 
zation cost will be a constant, which must be distributed 
over the entire job. Quite obviously, then, the larger the 
job, the less important will be the mobilization cost. 

In certain locations it may be necessary for the 


designer to select a type of pile or type of deck which in 
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itself is more expensive but which, in the end, will result 
in a less costly job if it fits the equipment and the skills 
of the local contractors. This is not to say that a de- 
signer should hesitate to introduce a new product or new 
technique simply because it has not been used in that area; 
contractors are an extremely versatile group. 

Labor strikes are still another variable and 
again one impossible to assess accurately. Availability of 
materials is of utmost a and steel strikes, rail 
strikes, etc. will influence the designer in choosing the 
material to be used. Unfortunately, the timing of such 
strikes is usually such that the designer can do little 
more than "hope for the best." 

On a particular job many variables are involved. 
The length of piles has a very definite influence. The 
actual labor cost of driving a pile is more or less inde- 
pendent of the length for normal jobs, but wood piles are 
proportionately more expensive in lengths over 50 feet. 
Usually steel piles over about 60 feet in length must be 
spliced. The cost of splicing can vary over wide ranges, 
depending on whether it is a simple butt weld or requires 
splice plates. The cost of concrete piles also increases 
rapidly in lengths over 60 feet. The actual labor involved 
for driving steel or concrete piles will be about double 
that for wood piles due to the heavier weights involved. 

If piles are widely spaced the cost per pile will be 


دم nn‏ د ې 
2E a‏ د سام 
-sw‏ ۱ 
وسم د مستصا M mer is‏ 
ہی ہج ہہ .شا 
ت187 ہز 
زم ود عم ,|| 
١ "m T‏ 
ر —- ١‏ ا س نه — 20 DO‏ 
و یی didis c . E‏ 
ےک de c cet Id uu ome dl‏ ی 7 

n rr ow - وض‎ 

ې eds‏ له mm e‏ توجد ee‏ 
4 17 .11 و سر ےو سس سس اس Ma‏ اص ! 
تسا ات Ame‏ 9 ^^" و tà em) mc‏ 
che u u ee el | ۳‏ 1 
e dad eee‏ موس سو ےد تنصس ما ته TW‏ 




















































"Uu Gee! ie fe eee mm ١ ee, ee 


| کت دهم مو‎ gw o 0590510 be ou = 
L. + a Ms dk ووه‎ m سس‎ 
| aE-—) wi سس و ھا‎ . 8-9 
died) - 15 مې‎ ~ ^ 





Lm - | 6‏ ۳0 — ریو سد نہ 
۱ 1 وسم sie een‏ 


-78- 


somewhat higher due to the additional maneuvering involved. 
From the preceding paragraphs it is evident that 
generalizations regarding cost of construction are not 
possible, but it is also obvious that the designer must 
have a thorough knowledge of the contractors in his area 
as well as an understanding of the general fluctuations in 
the construction market. The practical solution for obtain- 
ing the lowest cost construction is to provide for alter- 
nate bids. The ——— cad eliminate those types of con- 
struction which are obviously uneconomical and then the 
final determination will be made on the basis of the con- 


tractors! bids, 


| ےی 
AS MS‏ 
- —— - 
is ۱‏ . 
T‏ نسنتت .۰ #6 Br‏ 7 
Sm m mE o mmm‏ 
ee eee‏ 


-- 


mmt a U ن‎ 


" —  SÀ 





REFERENCES 


Abbett, Robert W., American Civil Engineering Practice, 
Vol. II, John Wiley and Sons, Inc., New York, 
1956, Section 21, 175 pp. 





ACI Committee 612 Report, "Curing Concrete," Proceed- 
ings American Concrete Institute, Vol. 55, 1958- 
59, Paper 55-9, pp. 161-172. 


ASCE Manuals of Engineering Practice No. 17, "Timber 
Piles and Construction Timbers," 1939, 48 pp. 


ASCE Manuals of Engineering Practice No. 27, "Pile 
Foundations amd Pile Structures," 1946, 72 pp. 


Ayers, James R., and Ralph C. Stokes, "Berthing of U.S. 
Navy Reserve Fleet," l8th International Congress 
of Navigation, Rome, 1953, Section II, Question 
2, Ocean Navigation, pp. 69-83. 


Baker, A. L. L., Untitled Paper presented at 18th 
International Congress of Navigation, Rome, 1953, 
— 11, Question 2, Ocean Navigation, pp. 
111-1 2 e 


Barnwell, Joseph B., Capt, (CEC) USN, "Timber Pier 
Designed to Reduce Marine Borer Damage," Wood 
Preserving News, Vol. 37, No, 10, October 1959, 
pp e 20-21 © 


Beach Erosion Board, Technical Report No. 4, "Shore 
ف ا اما‎ Planning and Design," June 1954, pp. 
13 -139 e 


Chellis, Robert D., Pile Foundations Theory - Design - 
Practice, MeGraw-Hill Book Company, Inc., New 
York, 1951, 681 pp. 


----- » "The Relationship Between Pile Formulas and 
Load Tests," Transactions American Society of 
Civil Engineers, Vol, 114, 1949, pp. 290-320. 


Concrete Piles Design Manufacture Driving, Portland 
Cement Association, Chicago, Ill., 1951, 80 pp. 


-/9- 


20), 


119 


۳ ۵ y 
ET تاد[‎ ۲ l — 7 
یتو‎ 7 
1 
| 1 7 
i 


ars Y 


- Es u ww در‎ ‚ns 


سے ا کل 


en Ae spe ^ 





-30- 


Cook, Herbert K., "Exposure Research on Concrete in 
Sea Water," Proceedings of Third Conference on 
Coastal Engineering, October 1952, pp. 217-230. 


----- و‎ "Concrete for Sea Water Exposure with Particu- 
lar Reference to Piling," Corrosion, Vol. 8, No. 
7, July 1952, pp. 247-250. 


Cornick, H. F., "Cathodic Protection," Dock and Harbour 
Authority, Vol. 34, no. 400, February 1951, po. 





----- » Dock & Harbour Engineering, Vol. 2, The Design 
of Harbours, Charles Griffin & Company, Ltd., 
London, 1959, 344 pp. 


da Costa Nunes, A. J., and M. Vargas, "Computed Bear- 
ing Capacity of Piles in Soil Compared with 
Laboratory and Load Test," Proceedings Third 
International Conference on Soil Mechanics and 
Foundation Engineering, Switzerland, 1053, Vol. 
1., Paper No. 5-15, pp. 75-79. 


Design and Control of Conerete Mixtures, Tenth Edition, 
a Cement Association, Chicago, Ill., 1952, 
pp. 


Gates, Marvin, "Empirical Formula for Predicting Pile 
Bearing Capacity," Civil Engineering (NY), Vol. 
e no, 8٢ March 1957, p e 55-66. 


Gerwick, Ben C., "Precast Concrete Units Simplify Con- 
struction of West Coast Marine Structures," Civil 


Beningerins, (NY), Vete Mino, e -7 
pp. | -D و‎ e 


Glanville, W. H., G. Grime, E. N. Fox, and W. W. Davies, 
"An Investigation of the Stresses in Reinforced 
Concrete Piles During Driving," Building Research 
Technical Paper No. 20, 1938, 111 pp. 


Graham, D. P., F. E. Cook, and H. S. Prieser, "Cathodic 
Protection in the U, S. Navy. Research - Develop- 
ment - Design," Transactions Society of Naval 
Architects and Marine Engineers, Vol. 64, 1956, 
pp. 241-317, 


Hobgen, L. B., K. A. Spencer, and P. W. Heselgrave, 
"Cathodic Protection," Proceedings Institution of 


Electrical Engineers, Vol. 104, Part A, no. 13 
Februsry l9577 pp. 307-318. ^ 1 1 


aO. 


13. 


14, 


M5. 


16. 


DT. 


18. 


19. 


20. 


at, 


Be. 











parse مب ویس‎ name ص‎ 
in, 


١ =) aw! rad O (d. am , cat dl 
د سا‎ — LLL LL. وي‎ 


uM "as! Bi ced 
im مل ہے‎ bon 
CS = q. = — 
a — 


۶ ۰ CET ۹ 


y‏ د« 












b Jf $ 


7 


eg 


Hudson, J. C., "The Corrosion of Iron and Steel and 
its Prevention," Dock and Harbour Authority, Vol. 
34, no. 392, June 19053, pp. 41-53; no. 393, July 
1953, pp. 81-84; no. 394, August 1953, pp. 111- 
116; no. 395, September 1953, pp. 143-146. 


Hunt, George M., and George A, Garratt, Wood Preserva- 
tion, McGraw-Hill Book Company, Inc., New York, 
1953, 417 pp. 


Kezdi, A., "Bearing Capacity of Piles and Pile Groups," 
Proceedings Fourth International Conference on 
Soil Mechanics and Foundation gering, London, 
1957, Vol. 11, Paper 3b10, pp. 46-61. 


Klieger, Paul, "Early High-Strength Concrete for Pre- 
stressing," Portland Cement Association Research 


Department Bulletin 91, March 1958, 1% pp. 


----- و‎ "Effect of Mixing and Curing Temperature on 
Concrete Strength," Proceedings American Concrete 
Institute, Vol. 54, 1957-58, Paper 54-62, pp. 
1063-1091. 


Knox, George E., "Prevention of Deterioration in Water- 
front Structures," Proceedings of Third Conference 
on Coastal Engineering, Cambridge, Mass., October 
1952, pp. 231-212. 


Lin, T. Y., Prestressed Conerete Structures, John 
Wiley and Sons, inc., New York, 1955, 456 pp. 


Mann, Ralph H., "Good Design and Chemical Treatment 
Give Long Life to Wood Waterfront Structures," 
Civil Engineering (NY), Vol. 19, no. 4, April 
1959, PP» و سے‎ O. 


Minikin, R. R., Piling for Foundations, Crosby Lock- 
wood and Son, Ltd., London, 1918, 196 pp. 


----- , Winds, Waves and Maritime Structures, Charles 
Griffin & Company, Ltd., London, 1950, 216 pp. 


Mooring Guide, Vol. I, NavDocks TP-Pw-2, Bureau of 
ards and Docks, Department of the Navy, 1 March 
1954, 98 pp. 


Morison, J. R., "Design of Piling," Proceedings of 
First Conference on Coastal ineering, Long 
Beach, California, Chapter 28, pp. 254-258, 


23. 


24. 


25% 


26. 


et. 


28. 


29. 


SD. 


St. 


38. 


33. 


34. 








ae‏ ا سپ 


aes" 


| ۳ A r 
۰م روه کټا د تر‎ JS ja 7 
۱ زان 7 ¬ رود ووه‎ 











“> <= 















a > ۱ : i e 
مر‎ - -« À 1 بد‎ r 3 a 
۱ 





- e. 


Morison, J. Re, J. W. Johnson, and M. P. O'Brien, 
"Experimental Studies of Forces on Piles," Pro- 
ceedings of Fourth Conference on Coastal Engineer- 
ang Grenoble, France, 1953, Chapter 25, pp. 340- 

(9. 


"Mortar Coated Piles Resist Hard Treatment," Engineer- 
ing News Record, Vol. 130, no. 12, March 25, A 
Ppp. 125-427, 


"National Design Specification for Stress Grade Lumber 
and its Fastenings," Revised 1951, National 
Lumber Manufacturers Association, Washington, 

De Cap TO DD 


Nishida, Yoshichika, "An Estimation of the Point Re- 
sistance of a Pile," Journal Soil Mechanics and 
Foundations Division ASCE, Vol. 33, SM2, April 
1957, Paper no. 1206, 11 pp. 


Palmer, L. A., and J. B. Thompson, "The Earth Pressure 
and Deflection Along the Embedded Length of Piles 
Subjected to Lateral Thrust," Proceedings Second 
International Conference on Soil Mechanics an 
Foundation Engineering, Vol. V, Article VII-b-3, 
pp. 156-161. 


Richards, A. P., “How to be Sure of Treated Wood 


Piling," Engineering News Record, Vol. 161, no. 
4, July 2%, 1958, pp. 51-5 : 


Shideler, Joseph J., and Wilbur H. Chamberlin, "Early 
Strength of Concrete as Affected by Steam Curing 
Temperatures," Journal American Concrete Institute, 
Vol. 21, no. 4, December 19/49, pp. 273-283. 


Smith, Edward A., "Impact and Longitudinal Wave Trans- 
mission," Transactions American Society of Mechan- 


ical Engineers, August 1955, pp. 9063-973. 


----- و‎ ‘Pile Calculations by the Wave Equation," Con- 
crete and Constructional Engineering, Vol. 53, no. 
6, June 1958, pp. 239-242, 


----- و‎ "What Happens When Hammer Hits Pile," Engineer- 
ing News Record, Vol. 159, no. 10, September 5, 
1957, pp. 46-48, 


Stiffler, Lloyd E., Jr., "Effects of Sea Water on Water- 
front Structures," Dock and Harbour Authority, Vol. 
38, no. 443, September 1957, pp. 181-182, no. 444, 
October 1957, pp. 217-220. 


35. 


B5. 


3T. 


Bo. 


39. 


40, 


4. 


42, 


43, 


0 


is, 





0 


Stroyer, R., Concrete Structures in Marine Work, Knapp, 
Drewett and Sons, Ltd., London, undated, 216 pp. 


"Symposium on Lateral Load Tests on Piles," American 
Society for Testing Materials Special Technical 
Publication No, 154, July 1, 1953, 101 pp. 


"Supplement to Symposium on Lateral Load Tests on 
Piles," American Society for Testing Materials 
Special Technical Publication No. 154-A, June 16, 
1954, 44 pp. 


"TECO Design Manual for TECO Connector Construction," 
Timber Engineering Company, Washington, D. C., 
1952, ۰ 


Terzaghi, Karl, and Ralph B. Peck, Soll Mechanics in 
Engineering Practice, John Wiley and Sons, Inc., 
New York, 1918, 566 pp. 


Visioli, Federico, "General Report," 18th International 
Congress of Navigation, Rome, 1953, Section II, 


Question 2, Ocean Navigation, pp. 1-13. 


Wakeman, C. M., E. V. Dockweiler, H. E. Stover and L.L. 
Whiteneck, "Use of Concrete in Marine Environ- 
ments," Journal American Concrete Institute, April 
1958, Proceedings Vol. 54, pp. 841-856; aiso, Dis- 
cussion, Journal ACI, Part 2, December 1958, Pro- 
ceedings Vol. 54, pp. 1309-1346. 


Wentworth-Sheilds, F. E., and W., S. Gray, Reinforced 


Concrete Piling, Concrete Publications Limited, 
London, 1948, 126 pp. 


"Wood Piles with Mortar Coatings Save Time and Critical 
Materials," Engineering News Record, Vol. 129, no, 
19, November 5, 1942, pp. 624-625, 


43, 


49, 


20. 


DL. 


22۰ 


53۰ 


EN 


The following publications provided information for the 
preparation of this thesis, but no specific reference is 
made thereto: 


Atwood, William G., and A. A. Johnson, Marine Struc- 
tures, Their Deterioration and Preservation, 
National Research Council, Washington, D. C., 
1924, 534 pp. 


2D. 


زو يت 





se 


Du-Plat-Taylor, F. M., The Design Construction and 
Maintenance of Docks, Wharves and ER Eyre 


and Spottiswoode, Ltd., London, 1949, 543 pp. 


Fay, Spofford and Thorndike, "Notes on the Design of 
Harbor Structures," 1941. 


Jay, B. Alwyn, "Marine Borers," Dock and Harbour 
Authority, Vol. 33, no. 386, December 1952, pp. 
250-25H. 


Kohler, Charles M. J. W., "Simplified Construction of 
Jetties," Dock and Harbour Authority, Vol. 34, 
no, 400 و‎ Fe bruary 195%, pp ۵ 8 


"Outdoor Laboratory Provides Information on the Effects 
of Marine Corrosion," Civil Engineering (NY) » 
Vol. 17, no. 10, October 1947, pp. 32-34, 73. 


Reece, P. 0., "Structural Timber for Dock Work," Dock 
and Harbour Authority, Vol. 33, no. 385, November 
و1952‎ pp. 207-211, 


Schaufele, H. J., "Erosion and Corrosion on Marine 
Structures," Dock and Harbour Authority, Vol. 33, 
no, 383, September 1952, pp. 151-154. 


Uhleg, Herbert H., The Corrosion Handbook, John Wiley 
and Sons, Inc., New York, 1945, 1188 pp. 


Wood Handbook, U. S. Forests Products Laboratory, U.S. 
Department of Agriculture, 1955, 528 pp. 


Wood Structural Design Data, Vol. 1, Third Edition, 
National Lumber Manufacturers Association, 
Washington, D. C., 1957, 362 pp. 


Woods, R. P., "Use of Timber in Docks and Harbours," 
Dock and Harbour Authority, Vol. 33, no. 382, 
August 1952, pp. 114-117, 


56. 


DTe 


53. 


29. 


60. 


Gi. 


62. 


63. 
64, 


65. 


66. 


۱ ۱ w ما‎ ۳ s 5 
۳۰ ToT ۱ ¥ 
سج جه در رجو‎ 4 
PM AN gem ag ab 


سیت پر 
en‏ — عرو پور تچ" 
er ar AE‏ 
(Vere » "‏ —— 


1 ےت ct‏ ته o‏ 
رد 
و سو — 


pe 2 A =a, mu 























